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ALL OPPOSITION 


HAS VANISHED 


COLQUITT FORCES HAVE PRACTI- 


CALLY OWN WAY IN DEMO- 


CRATIC CONVENTION. 


ADOPT 
EARLY CLOSING 


.Governor's Ideas On Liquor Regula- 
* 
tion Adopted By Platform Com- 


mittee. 


Hy ARHOclated Tress. 
San Antonio, Texas, Aug 14—All 


glgus of opposition to the Colquitt 
forces disappeared at least from the 
ttrst session today of the Democratic 
Slate convention. 
Governor Colcmltt. 


formally declared the parly's nominee 
for governor, made a short ringing 
(speech calling on his "bitterest poli- 
tical enemies" now to join with him 
In securing legislative pea<?e. 
He 


said he would stand by bis campaign 
pledges for early closing of saloons 
and his peroration was qn appeal to 
the delegates to write a plutforra In 
harmony with all the principles of 
bis Sherman speech. 


The platform will 
be considered 


late today. 
Morris Sheppaid was 


declared senatorial nominee and Jake 
"Welters following him appealed for 
harmony among Democrats. 
Shep- 


liard In his speech of acceptance fac- 
ed many of bis late political enemies 
His talk was un up-hill task. When 
ho frankly reiterated his prohibition 


^principles he was respectfully heard 


and his promise of co-operation and 
harmony brought cheers. 


Senator Bailey's 
name was 
fre- 


quently shouted from the floor and 
never failed to bring .applause and 
the first time got a minute's ovation. 
The only work remaining at adjourn- 
ment this afternoon was the adoption 
of a platform, the election of a state 
chairman and the 
naming of mem- 


bers of the State executive commit- 
tee. 


Walter Qollins of Hlllsboro will bo 


chairman ot the •State committee. 


Some neflr planks appeared in the 


tentative platform of the convention 
today. The early closing plank was 
Btlll unadopted cnrlj this morning; 
BO were 
the railroad 
Improvement 


anil good roads and other Important 
planks. 
In six bourn hammering last 


night the 
governor's early 
closing 


plank differed but one- ch*ngfi._jh^ 
hour for opening being changed from 


» 7:30 to 8 a. m. New planks were to 


protect and foster stock and sheep 
raising, making wife abandonment a 
penal offense and for employes com- 
pensation act. 


Governor Colquttt'fl Ideas on liquor 


regulation won In the platform com 
mlttee today. 


LYON-ROOSEVELT 
ACTION ORGANIZE 


DOPT PROGRESSIVE PARTY OF 


TEXAS AS N A M E OF NEW 


PARTY—LYON EXALTED. 


CONFERENCE -ABOUT 


$40,000,000 COTTON-LOAN. 


Fort .Worth, Tex., Aug. 13. To con 


fer with the hankers of San Antonio 
about raising a part of the $40,000 re- 
quired to finance the Texas cotton crop 
for thlg year, Peter Radford. president 
of the Farmers' Union-, and D. B. Cain, 
president of the Commercial Secreta- 
ries, have gone to that city. This sum 
Is to be used In conjunction with the 
operations of the National warehouse 
and marketing plans adopted hy the 
State convention of the Formers' Un 
Ion here last week. 
Following the 


conference at San Antonio the hankers 
of other cities will be consulted. 


It Is possible the union will put ou 


n field secretary to bring the matter 
fully to the attention 
of 
the loca 
. bonks. 
* 
Letters have been sent to business 


associations of various kinds In th 
cotton-growing parts of the State ask 
Ing for co-operation of the members o 
the associations. 


The Texas Business Men and Com 


merclal Secretaries' Association are 
also sending out letters to bankers o 
deemed wise to do so to permit them 
to market their cotton under more fa 
vorable conditions, 
the State, asking that money be fur 
nlshed at a low rate to enable th 
farmers to hold the cotton where It i 


SUMMARY VENGEANCE 


AWAITS MURDERER 


Hundreds of Men Hunting South o 


Oklahoma City for Fiend Who 


Killed Mrs. Ida Jones. 


IW Amm-lolrf Pnws 
'Oklahoma City. Aug. 14—Hundred 


of men with shotguns 
are 
hnntln 


south nf the city today for an unknow 
mnri who assaulted Mrs. Ida .Ion 
25 years old. and then cut her thron 
from ear to ear. A lynching Is fearei 


MULAI YOU88EF 


PROCLAIMED SULTAN 


nj A««nrtntei1 Prcm 
Ravel 
Morocco, Aug. 14.—Mill 


Yoinsef was today procllamed stilta 
of Morrocco, succedlng his 
broth' 


Mulai Hafld who abdicated In his f 
vor. 


HEPPS WHEREABOUTS 


BEING KEPT 
SECRET. 


y Aas<H'l(ite<1 Proas 
HU SprliiBK. Ark.. Aug 14—While 
IB certain thai Sam Shepps, held 
a lioseinhal witness. Is not far 


om the business district here he 
as not been seen hy newspanei men 


ice his removal fr'im his hotel lam 
Kht 
He ina> he In the mountain 


itrk-t. 
I'lvV blocks from tho main 


reel would put him In the hills. 
The return of Shepps 
to the cus- 


day of Fred Johnson was merely for 
otOA'tlon. 
No representative of the 


strict attorney's office or police de- 
triment of New York have arrived, 
hitman's 
representatives are due 


•re at 10 o'clock today. 


THAT HARRIMAN 


CONTRIBUTION 


FORMER GOVERNOR ODELL INTI- 


MATES THAT SOME WHITE 


LIES TOLD MR. SHELDON. 


COL ROOSEVELT'S PART 


AFT 
IS 
REPOOIATEO 


ollcies of New 
Progressive 
Party 


Indorsed—Lyon Made National 


Commltteeman. 


y ARSOt-tatod Press. 
Dallas. Texas, Aug. 14.—The I.yon- 
oosevelt fnition to l h» Republican 
arty which n t IK, 
-.tertiay in 


sponse to a call foi me holding of 


Republican State convention to- 


ay unanimously adopted a resold- 
on to change the name of the party 


the Progressive 
Party of Texas 


nd elected Cecil Lyon chairman of 
je State executive committee and 
atloiuil executive commitleenian of 
e party. 
The policies of the Pro- 


resslve party were indorsed and the 
dmtnlstratlon of President Taft re- 
udiated. 
• 
•. 


Third Term Candidate Did Not Know 


About Arrangement With Harrl- 


man Until Later. 


y Aiiftoclntort l'rp«« 
Washington. 1). 
C., 
Aug. 14.— 


hendon- Hooscvelt 
In 
1SI04 invlteil 


dwu,rd llarrlnmn to the Wbite.Honbe 


talk 
about political 
campaign 


jnds and a few days after, the ruil- 
oad financier 
raised $240.000 
and 


urned It over In the Republican Na- 
onal committee, according to u de- 
arutlOD hiailc today to the special 
enate committee of Inquiry hy Uen- 
mln Odcll. former governor of Now 
ork. 
Mr Odell's story of the Harrtmnn 


ontrlljiition was so 
different 
from 


tat told by (leorge II. Sheldon that 
le cormmtteenien asked for an ex- 
utmtion. 
Odi'll replied that Corne- 


lls lllisn. Republican 
treasurer In 


904 might have 
"told some white 


cs" to Mr. Sheldon with whom he 
as unofficially associated. 
Mr. Sheldon became treasurer In 
le 1908 campaign. He had testified 
at Mr. Bliss and Mr. Harrlman ar- 
mged for the contribution and that 
resident Roosevelt 
did not know 


bout It until after the election. 


RAISING MONEY FOR 


DEMOCRATIC CAMPAIGN 


$27 Raised In Less Than Fifteen Min- 


utes This Afternoon —Contribu- 


tions Invited. 


W. J. Bullock: collected $27 for the 


Voodrow Wilson - campaign fund in 
IBB than fifteen minutes this afte.r- 
oon. and didn't see near half of the 
latrlots who would accept tbe post- 
astershlp, at that. 
Most of the 


ubscrlptlons were fbr $1. 
The money will be sent in to bead- 
narters as rapidly as It Is collected. 
. Is believed four or five hundred 
ollars can be raised 
here without 


ny difficulty. 
Nearly every Demo- 


rat Is anxious to give 
something, 


ubscrlpttons In any 
sum from 25 


ents up to $5.000 will be accepted. 
Those desiring to'subscribe should 


ee Mr. Bullock as soon as possible. 


It Isn't convenient to see Mr. Bui- 


ock The Times will accept Btihscrlp- 
ons to be turned over to him. 


GOV, WILSON WILL OPEN 


CAMPAIGN IN PENNSYLVANIA 


ccepts Invitation to Speak At State 


Granger Picnic In Two 


Weeks. 


y ABROclal?il Preu. 
'Seagirt, N. J., Aug. 14.—Oovcrnor 


Wilson will open his speaking cam- 


algn In Pennsylvania, according to 
Is plans. 
He today accepted an 111' 


Itutlon to speak at the State Urang- 
r picnic In two weeks. The location 
nd dato will be announced later. 


Gov. 
Wilson expected to be able 


o saj* today whether 
he would at 


end the ceremony 
at Indianapolis 


otlfylng Governor Marshall of bts 
omlnatlon. He has accepted an In 
Itatlon to the New 
Jersey Demo 


ratlc rally on the same day hut Is 
xpected the Jereeymen 
will post- 


one It If he desires. 


NCREASE IN TEXAS 


WEALTH DURING JULY. 


IWM-tat to Thp Timra 
Port Worth. Texas. AUK 12— The, 


production of the Texas, farms, mines 
nd factories, together with the for- 
eign capital Invested In the state dur- 
ng the month of July, aggregated $41.- 
95.000 according to data collected by 
he statistical bureau of the Texas 
Commercial Secretaries and Busipess 
lien's Association 
The sourcws of in 


•reascd wealth during July are as fol 
OWS' 
\griculturaJ production .. .$14.5S5.0« 
ilinoral production 
. 
. 1.510.00( 


'actory production 
12.500.000 


•'orelgn capital 
13.000.000 


Total 
$41.695.001 


Agricultural production, which con 


.lists of livestock sales anil farm pro 
ducts harvested during 
the 
month 


shows the creates! increase, the added 
wealth bcinc II4.B8S.OOO. 
This tten 


Is divided as follows; sales of llv< 
stock $7.310.000; farm production $7 
27B.OOO. The output ot the mines an 
factories of the state shows a sligh 
increase over the previous month. Th 
mineral production In July was $1 


10.000 as compared with 11.200 "00 I 
unc and the factory production thl 
month Is $10.000 more than in June. 


Fort Worth Livestock. 


Fort Worth. Tex. AIIR 
14—Call! 


receipts 2.100. steady: tops 7.25. Calve 
receipts 1000: tw*>nty-fi\e cents lowe 
Hop receipts 250, five, to ten cents u' 
Tops 8 SO. Sheep receipts 45S. weak t 
en cents down. 


New York Spots. 


l\r AtsorlnrM IVM 


New York. Au? 14 — Cotton" Spot 


closed quiet- 
Middling upland 12. RU 


1225. 


Kansas City Cash Grain. 


Hy A«iArlnt<Ml Tr-rio 


Kansas City. Aug. 14.—Cash when 


No 2 hard. RR to 01. Corn No. 2 mlxe 
76 U> 76. Oat* No. 2 while 34 H to 3 


WATERMELONS WEIGHING 


FROM 65 TO 70 POUNDS 


WICHITA COUNTY 
TO GET $26,276,60 TAFT 
WAS EULOGIZED 


J. B. Blessing, residing five miles 
est 
of BurkDurnett. 
brought 
to 


own today another load of fine wa- 


rmelons, averaging In weight from 
5 to 70 pounds. 
Mr. Blessing left 


ne of the melons at The Times of- 
ice which the forco will cut and 
iass Judgment on later. 


In the 
load 
were 
three 
extra 


arge size, weighing about 80 pounds 
ach. 
They were brought 
to be 


urneij over to the Chamber of Com 
Tierce and will he sent to Dallas with 
he Wichita county 
agricultural ex 


hlbit at the State Pair. 


Mr. Blessing says that one vine Is 


capable of producing 
as many as 


on • or five melons weighing 65 or 
0 
i Minds. 


BOAT RIDERS TOOK 


PLUNGE INTO LAKE 


Boat Slips From Beneath Their Fee 


When They Attempt To Land 


Escape With Good Wetting. 


Some excitement 
was created a 


Lake Wichita yesterday evening b 
the announcement that a young lad 
had fallen Into the water and man 
people oo the piers 
rushed to th 


scene fearing that something serlou 
had taken 
place. 
These found 


voung man and a young lady stmg 
glltiK In Ihe water, both having sll| 
ped out ot a boat as they were a 
tempting to land on tbe pier. 
Wit 


the assistance 
of by-standers. 
th 


young man soon succeeded In pla< 
Ing himself and the jniinK lady safe- 
ly on the pier, 
and althouRh 
hot 


were thoroughly soaked, neither wa 
much the worse for the experience 


The principals 
in the affair wer 


.lohn OU)onahoe 
and Miss 
Myrtl 


Strlngeffyrf Electra. <rtio were attcni 
ing a ptflnlc and at the time the a> 
cldent had Just returned from a boa 
ride. 
Both attempted to step froi 


the boat to the pier at the same tlm 
and the result was that the tinstabl 
craft slipped from beneath their fee 
precipitating tte>m Into tho water. 


Edison Jalonlck happened alons a 


the opportune 
time 
and 
assisted 


Donahue 
tn getting himself 
and 


IBS Stringer out of the lake. Both 
oru hurriedly driven to town by Al- 
um lloger In an automobile, and dry 
olhlng WHS secured 


il« Is the second rescue In which 
Jaloulck l:aa taki-u part within a 


rtnight. 


JOHNSON NAMED 


BY TAFT FACTION 


QRAHAM MAN 
HEADS REGULAR 


REPUBLICAN TICKET IN TEX- 


AS—ATWELL DECLINES. 


U RSHARE 
OF 8CHOLL 
FUND 


WILL BE LARGER THAN EVER 


BEFORE. 


I1Y WILL HAVE $13,000 


cholactic Population ^. of County la 


3836 and Apportionment la 


$6.85. 


Wichita county will this year get 
lie largest amount she has yet re- 


ived as her share 
of the public 


'hool fund apportionment from the 


tatr> 
This -county has a scholastic 


opulatlon of 3836 and the apportion- 
lent this year Is (6.ST., giving a total 
f 
J2C.27C.CO 
as Wichita 
county's 


hare. 
' 


The 
Wichita 
FaTli' 
Independent 


cbool district's share of the conn- 
's apportionment will be about $13,- 
00. 


POSTHUMOUS HfIB , 


BORN TO COL, ASTOR 


Mrs. Madeline Forca Astor Gave Birth 


To a Son At B: 15 This 


Morning. 


y Associated Presfl. 
New York. Aug. 14.—Mrs. Made- 
ne' Force Astor, 
survivor of the 


Itontlc disaster In which her hus- 
and. Col. John 
Jacob AMor was 


llled, gave birth tn a aon at 8:15 
bis morning. The new arrival has 
een named John Jacob Astor after 
s father. 
The baby Is direct heir to $3,000,- 
00 of tbe Astor fortune. 
A bulletin Issued by the physician 


ead: 
"Mrs. Astor has a son, horn 


t 8:15 o'clock. 
His name Is John 


acob Astor. Mother and son are in 
ood condition." 
The fact that his father proved 
Imself the hero in the Tltantic dls- 
ster and the wife from whom he 
arted was his bride of only a few 
lonths, coupled with the child's for- 
une, have lent unusual Interest to 
he arrival of the child. 
The new 


stor baby will he one of the few 
hlldren ever born with a $3,000,000 
ortune In Its own rlghL Col. Aetor 
ad provided that whether the child 


was a boy or girl It should receive 


3,000,000. 


latform Adopted at Chicago Re-Af- 


firmed—Other State Officers 


Named. 


\y Assix-tatcd Pri-as. 


Dallas, Texas, Aug. 
14 —Taft Re- 


lubllcans in State convention here 
oday nominated for (lovcrnor of Tex- 
.8 C. W. Johnson 
of Graham over 


Harry Beck of Hlllsboro, W. II. At- 
well. United States attorney ot Dal- 
as, refused to allow bis name to be 
iresented to the convention for the 
nomination for governor. 


President Taft was 
eulogized' In 


esolutlons adopted. 
Other officers 


nominated were \V. C. Averlll of Ty- 
or, for lieutenant 
governor; W. H. 


x>ve for land 
commissioner; J. F. 


Ring for agricultural commissioner: 
M. C. Ilarrett for railroad commis- 
sioner, full term; O. W. Raston, un- 
expired term; Eugene 
Marshall for 


hlef Justice supreme court; associat- 
ed Justices, J. Walter Cock and T. M. 
Kannerly. 


The principles of the Republican 


platform adopted at Chicago were re- 
affirmed In the platform adopted here 
utoday. 
The platform 
declared for 


ompulsory education and) free text 
books. 


Investigation of I. C. C. Asked, 


ly AaiwtaNMl Prow. 
Washington, D. C.. Aug. 13.—In 


•estlgatlon 
of the Interstate Com- 


merce laws' operation was asked to- 


ay by Senator Kenyon. 


OM WAS SOME 


DRINKER HIMSELF 


Witness From Electra 8*ya He Drinks 


Wore Whiskey Than Any Two 


Men In Texas. 


Tom Carter or Tom 
Carson, the 


gentleman In question being known 
mpartlolly by 
both handles, drinks 


more whiskey than any other two 
men In Texas, 
according to Tom's 


own story. He was a witness In a 
district court case yesterday, being 
,ere from Electra. District Attorney 
Scurry questioned him about numer- 


s shipments 
of whiskey to the 


witness at Electra. 


Well, you see. I drink n good deal 


of It myself," said the witness. 


'Oh. you do?" 
'You tvetcher life I do. 
I drink 


more whiskey than any two men In 
the State of Texas" 
He made tbe 


lalm with seeming pride. 
The state made 
no effort to Im- 


peach that part of the testimony. 


SOr/ KILLED DRUNKEN 


FATHER WITH AN AXE. 


Hy Amnrliilpil Prom 


Plnltnlew. Tuiaa. 
Aug 
14—De- 


tallu of tile killing of A. A Umiax, 
by his Kl>uar-old con Monday night 
reached here today. 
l^omax. II Is 


suld. returned home Intoxicated from 
Kloydada and was threatening the life 
of his wife with a razor, when bin 
son. arrardlng to the letter's story. 


ood In the door with an a»e, say 
g "If you come another 
step, I'll 


II you " 
The father advanced anil the son 
tacked him. 
The family had lived 


Kht miles southeast 
of Floydada 


ftcvn years and Ixjmax raised the 
rBt bale of cotton 
In Floyd coun 


I 


CANNED PEACHES 
STAPLE DELICACY 


HOUSAND8 OF 
BUSHELS HAVE 


BEEN CANNED BY HOUSE- 


WIVES IN THIS SECTION. 


RUIJ JAR SUPPLY LOW 


200,000 PENSIONERS 


HAVE BEEN LEFT UNPAID 


Congress' Delay In Passing Pension 


Bill Has Placed Pension Bureau 


In Awkward Position. 


F ARioclated Press 
Washington, D. C., Aug. 14,—Tho 


pension bureau today faces a crisis 
lecause It lacks funds to pay pen- 
sioners, due to Congress' delay In 
passing the pension bill. Tho exten- 
sion of the old bill for a 15-day per- 
od, so that one twenty-fourth of the 
last appropriation might be used to 
pay less than half of the fifteen mil' 
lions due August 4. has left 100,000 
pensioners unpaid. There Is no hope 
[or them until Congress^cts. 


BIPLANE CRASHED 


INTO STONE 


1500 Foot Glide Enda In Smaih But 


Aviator Eacaped Serloua Injury 


By Miracle. 


By Amwrlateii Prras. 
Stamford, Conn., Aug. 
14.—Lieut. 


Fourlols of the United States aviation 
corps probably escaped 
serious In 


jury or death as If by miracle this 
morning wben his biplane on landing 
bit a atone wall. The machine was 
smashed but tbe aviator was unhurt. 
He glided down 1600 feet. The angle 
was so abrupt that something went 
wrong with the mechanism and the 
aviator was unitble to direct a Bate 
landing. 


FEDERATION DECLINES 


"GOOD" HARDLY TELLS 


CROP CONDITIONS 


Commissioner MeCleskey Says Many 


Cotton Fields Will Yield Better 


Than Half Bale Average. 


"Good hardly tells It." sold Com 
Issloner MrClesky 
today when 1 


was suggested that cotton ought to be 
looking good around the I'&rk. 


Mr. McClesky Isn't much given to 


prophesy In the matter of crop yleldi 
hut Is willing to hazard that most o 
the cotton 
around Iowa Park 
wll 


yield better tban half a bale to the 
acre and some fields a bale. "I neve 
saw cotton look so promising," 
h 


said. 
"Feed crops too are flourish 


Ing and It looks like th« best yea 
the farmers 
have 
had in a 
Ion; 


while." 


TO JOIN IN STRIKE 


Shop Employes On 
Roads 
West of 


Chicago Will Not Go Out In Sym- 
pathy With Harrlman Employes. 


nr Anftrvfnreri Pros* 


riralnerij. M i n n . A:uj. 14—A state- 


ment issued here regarding the secret 
vote taken by the Federation of Rail- 
way Shop Employes on roads west 
of Chicago declared there will be no 
strike called In sympathy with the 
llarriman men now on strike. 
The 


vote for a general federation strike 
was lost by 451 votes. 


American vice Consul Killed. 


'Washington... A u g . . 14 — William 


Bruce McManter. American vice-con 
sul at Cnrtacena, Columbia, bos bee 
shot and killed 
Dispatches to tb 


Slate department do not say whethe 
It was an accident sr a murderous aa 
sault- Investigation is being made. 


A twenty barrel well is reported t 


have been broucht In on the north 
went corner of the Douglas lease a 
Electra yesterday at a dept of onl 
S6S feet. 
The well was shot with 


twenty-five pound charge of solidified 
glycerin. 


TWO 
TEAMS 
ENTERED 


tock Rum Low and Wholesale House 


Sends Ruth Order By Telegraph. 


Canning Factory Talked. 


Tho heavy peach crop and the re- 
ulting activities of housewives in 


making preserved iiavu reunited in 
artlal depletion 
of the supply of 


rult jars and one of the wholesale 
puses found It necessary today to 
end a rush order for more. 
With 


n almost unlimited supply of peaches 
t fifty cents per bushel an enormous 
uantlty has found Its way Into the 
reserve jars, 
of which 
thousands 


ave been sold within tbe past few 
eeks. 
One of tbe wholesale 
houses thin 


morning reported 
Its supply" about 


exhausted and'said It had sent rush 


rders for more Jars. From all In- 
llcatlons 
preserved 
atjd 
canned 


teaches will he a staple delicacy on 
Wichita tables next winter. 


Considerable canning of peaches Is 


icing done by the orchard owners 
hemselvea and this has led to a re- 
ewal of the agitation for' a canning 
actory here. 
It Is probable that 


me definite action towards putting 


uch an Industry Into operation will 
e taken before another peach sea- 
on rolls around. 


Peach-vendors have 
become per- 


latent I nthelr efforts to dispose of 
heir goods 
that one lady 
has an- 


lounced her Intention to put up a 
Ign "no peaches wanted" 
on her 


ront door. 


WALL $543,700 


REDS AND BLUES 


WILL CONTEST 


YOUNQ 
MEN'S 
PROGRESSIVE 


LEAGUE WILL OPEN MEMBER. 
SHIP CAMPAIGN THURSOAV. 


Lonr« In Contort Will Banquet Win- 


ner*—Campaign to Continue 


48 Hour.. 


Members of the membership com- 


nltlee of the Young Mon'a Progros- 
she League bold a meeting Tuesday 
nornlng and laid plans for a whirl* 
wind membership campaign to begin 
Thursday morning next. 
The cam- 


>algn In to bo prosecuted for a period 
of forty-eight hours by two member- 
ship teams to be known as the U«ds 
ind the illuofi. composed or four man 
each. 
The Reds are composed of 


llert Bean. 
B. .1. Harrison. 
Claude 


iVoods anil H. W 
Oaaton anil the 


Ulucs'are composed of A. I.. Huey. K. 
G. Hill, 
U M. Perkins 
anil C. E. 


lessey. 


It 
was a creed 
that 
the 
losers 


should bamiuct the winners at an 
early date to be agreed upon. This 
DBurcs a lively 
contest 
and 
the 


rivalry will be keen. 


Each member already enrolled In 


the organization will be tagged and 
each new member will receive a tag 
from the committee securing bis en- 
rollment. 


The league 
already 
has In the 


neighborhood of one hundred mem* 
tiers thin with practically no organ- 
ized membership campaign. It Is the 
belief of the directorate of the Insti- 
tution that from three to four hun- 
dred members will be on the lists at 
the close of the contest of Thursday 
and Friday. 


TO PUT A COUNTY.ON THE 


EDUCATIONAL MAP. 


ROAD DONDS 


VOTED DURING JULY 


Eight Elections Held and Bond Iliauea 


Ctrry In Six—203 Miles New 


Highways Built. 


Port Worth, Texas, Aug. 14.—Road 


ind bridge bonds to the amount of 
1143,700 were voted in Texas during 
luly. 
Eight elections were held In 


leven different counties and six of 
hem carried 
by large 
majorities. 


Two Issues 
carried In Robertaon 


county which Involved $250.000. Re- 
porta from the, county 
Judges and 


secretaries of the local commercial 
organizations throughout 
the state 


show that 73 counties oonstructed ap- 
proximately 203 miles ot new high- 
ways during the month. 
A list of 


he counties hodllng road and bridge 
bond elections during July follows: 


County— 
Amount 


Robertson 
." 
$K>0.000 


Matagorda 
100,000 


Tom Oreen 
70.000 


Live Oak 
1.200 


Lampassas 
12,500 


lohnson 
7S.OOO 


Henderson 
35,nofl 


A point stressed again and again 


hy the speakers during Rural School 
Education Week, held In July at the 
University of Texas by the 
State 


County Superintendents 
and .other 


educators, la the 
necessity for the 


school to hook up Ita work, to tie 
itself fast to the fundamental things 
of life, particularly to the life of Its 
own community. 
A acbool bouse Is 


no longer a 
place 
apart from the 


world where a lad goea to moke him- 
self a book worm or a BtudenL 
Of 


course, the multiplication 
table 
Is 


the multiplication table, 
and must 


bo mastered as Just that; but arith- 
metic can be applied to the crops In 
the near-by Held or the number ot 
pounds of butter fat yielded by the 
family 
cow. 
Geography 
can 
be 


studied In the home fields; language 
lesions can sometlmel be about our 
common birds. 
And It 
Isn't 
bad 


training 
In science 
to learn 
first 


hand tho local 
Insect peita or 
to 


breed better seed. Thus the 
school 


becomes a natural part of tbe child's 
and his parent's life. 
The child la 


helped to develop tbe Interests that 
are already a part of Its life; 
not 


wrenched violently out of his home 
and thrust Into a foreign place call- 
ed school. 


We seem Just to be learning for 


example, that a country boy has a 
real right to a school that shares 
bis Interests—not one that mimics— 
usually very badly—a plan that has 
been worked out to fit the needs of 
the city boy. It la hardly & matter 
for 
surprise 
that the country boy 


has gone to the city by thousands 
when hla own school wag designed, 
seemingly, 
to 
draw his 
Interests 


away by teaching him about every- 
hlng 
under 
the sun 
except 
tho 


things of the home farm. 
And any 


county 
school 
superintendent 
ran 


put his county 
on the educational 


may who will solve bis problem of 
welding the Interests of each sec- 
tion of his county to Us own district 
school. 


Total 
$543.700 


•Defeated. 


MAJANE PROMISES 


SOMETHING DOING 


By Awdnteil PrrRS. 
Seattle, 
Wash., 
Attg. 
13— Frank 


Majane of Atlantic City, New Jer- 
sey. Indicted 
there last year on a 


bribery charge, and padding election 
lists In a municipal contesL was ar- 
rested here early today. 


"There will be, something doing In 


Atlantic City If I go back," he said. 


Splinter Causes Trouble. 


New Orleans, La., Aaf 
12—Tjist 


week Maud Nash, an 11-yearold girl 
hero, ran a splinter Into her toot, fe 
i>n a pin that entered her ha.-k. an.l 
i hen. to cap th» climax of her series 
if accidents, was oltti-n hy her pet 
terrier. She Is now in the Charit\ 
Hospital, suffering from lockjuw 
Tho 


physicians aay that thr splinter has 
caused the trouble. 


Her recovery It considered doubtful. 


J, T, PAYTON HARVESTED 


13,000 BUSHELS WHEAT 


This Is Believed To Be the Record for 


Wichita County This 


Season. 


The farm of J T Payton on the 


Red Rl%er north of Iowa Park prob- 
ably holds tbe \Vlchlta 
cqvmty re- 


cord for wheat production this sea*- 
aon, the total being over U.OOO bush- 
els. 
While some of Mr. Payton's 


land yielded as high as thirty bush- 


per aero, tho average was some- 


what lower. 
As fur as 
has 
been 


learned this Is the largeit crop of the 


Kon on any om- farm and speaka 


well for the fertility ot the Red Riv- 
er country 


Gov. 
Wilton Back In Trenton. 


nrSeaRlrt!''V; T." Aug- II.—Governor 
Wilson left this 
morning for Tren- 


ton. 
_ 


iNEWSPAFERr 
iNEWSPAPE&r 
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AMERCAN STOPS 
PEACE PROGRESS 


MADERO BLAMES SENATOR FALL 


OF NEW MEXICO FOR OROZ- 


CD'S STAND 


REBEL WANTED IMMUNITY 


Said To Have Asked Only That He Be 


Allowed To Co Alroad—Falls' 


Activities 


f'olqiiltt 
wailed this morning tnr n 


irpli to bis ,ii'i"'nl for tedi-r.il help. 
I'lt'Kiupli it in t i n 
Si'irclurv ill U n i 


M'Htfuhn 
1 lie (iuvernui »u' up u n t i l 


lie.irly u i l i t i i l K t i t ' awulrtns :i renpoiHe 
lo Ills niti'iln but ein-ly thlh iiiornitiK 
lud teiel\ud none. 
Meantime 
M I M I C 


•inalrv uwitt'il at New 
inters to «iit rain and 
liler 


• «.is ni.uutainiul in 
ueiv the Stale m i l i 


Sijiic 11 uo; » ni 
Mruuii!I-|H lut 
i u » h i i th" IK 


II 
HIM si|..p 


illi.llfullt. liJililV 


Hy 


M n x f t 


'-'l t'n 


]n -- Mi Kirn 


.IliT I .ul 


U .111.1 
tor the l.nl.ii 
w l t u on 
< H U / I u 
r.u i 


tlon bui PI iiu ip.ilh mi 


\>\ 


rotu hihiiiu llul tip- !- 
(id the iifgii'liiUcuii-. 
made in a turui.il • 


<1* tlili- 


mi t'-jJurtK 
1 1 »rn 


i •:.- _u* n miii'iit 
l.H 
< It'iif 
t() tilt' 


i::< ;ui had bloi k 
'I hf 
i barm- u:ib 


i.iirnn-m irtsued 


ut th,1 t]^ par i in (Mi i ot 
i h 


Rafael Mi-rnaiidi ?. IIUI 


i KM inr. 


of 
IOM 


r-uto. u ho i-oi dinted the ne^.otlationp 
w i t h OIP/MI 
ut li! I'asu 
has lell 


thpff Kir l.tjurr ('allifirnl.i 
in MIII|\ 


the irrigation -luc^ilou and the situn 
lion now iri not gieallv dlfteienl triun 
that ul several da>s UKU 
I h e onlv 


hojie of peace the cuvei niiietit sees, 
without complete subjugation of the 
rebels Is In the hiuv future. 


The ailiulnli-initu'ii keenly felt its 


failure and no t-llort iw nttido to dis- 
guise Its resentment against what li 
laucies to bt- Kail s otllciousnebB. The 
Kl Pil.su report intimates that Sena 
lor Fall has 
pUm-d more than 
a 


pabsho pun in frightening Oro/co oft 
.lust what tbts actiuii was the govern 
inent dueb not pit lend to know. 


"ft seems t h a t orozco tiud accept- 


ed the tomlmoiiK. 
mos the otliciul 


statement, 
wlteu be brtlnquoly and 


without knmui 
i aiiM* changed bis ul 


litude com|ilt'(el\. 
There is no otli 


(ial data on ilin causes which brought 
about tliis cli 


t.,t v\.i- liiilil,- 10 hi- urdeltd (nit l i e t o i i - 
nlKln In queil Ilie ropollcd Meti(:iu 
iiiviisiuii lu the lower tu-inou ot Kl 
I'.i-ii i n i i i n x 
(Imenioi Culipntt was 


1'i.ilh lu Ulwi IIHS Ins piulialile 
< uursi- 


nt .n linn in auHome of anv word from 


The 
lir-« 


«^dKCS rittm* %t'Htfiduy troin 
'r\ ion J J l w a i d n of Kl Pa«o 
i ad\ iMoil th'1 Kovernor thd 1 


\li-\n.iii ri-l els had crossed over In 
in 
Texas temlorv near l-'aliens and 


ih.il lliny uere l u i i i n i K i.niclies theie 


I lie >-lHTifr ulmi advised t h a t lie «>is 
pinei-ecJitiK to 'he sc-ene liy spe< ial 
iram 
l.ale alst night he wired again 


i hat -eieial txintls of reliels were in 


I i-vus mid dec1!.(red he u'oald ha\e 
:n ha\e 
rho slim 


Col K 


For' Hamoi'k federal Itoons. however 
wired t h a t Ihe situation was quiet. 


niounted men to cope w i t h 
iiion 
' 


'/. Steever rommandlng tlie 


but from reports 


which have been received it 
HCCIDB 


thut the dcipiiiihiatiuii of Orozco was 
influenced by the efforts of an Ant 
erlean senator. A. 11. Kail, who lulel> 
delivered lu the Senate a speech fill- 
ed with criticism of the Mexican gov- 
ernment." 


Orozco's position 
was that be be 


permitted to leave the country- but It 
was not definitely specified where he 
expected 10 go. This left the I'nlted 
States as a possible choice and gov- 
ernment oflicfHle now are Inclined to 
believe that he expected to join his 
wife in California. 


in Senator Kail's speech and other 


utterances he lias 
demanded 
that 


Urorco fib6uld be held personally re- 
sponsible by the United States for acts 
committed against Americans. 
The 


government 
admits 
the 
possibility 


that Orozco may hnve been forced to 
repudiate his proposition by some of 
hie followers being yet unwilling to 
surrender. ' - 
1 


A new feature. In "the negotiations 


rame to light today in that Rafael 
H<prnnnde7, who the 
president now 


admits, wan empowered to conduct a 
pelfcCH confHre.nre. Ims been authorized 
to extend to Snlarznr, Campa Hoja& 
and other leaders the same conditions 
as were offered to Oror.ro. The ROT 
eminent also offered to assist In pro 
curing work for all of the rebel sol 
tilers who would lay down their puns. 


The Initiative for the peace confer- 


ence was taken by Orozco. according 
to Jesus Florep Magon, mlninter of 
the Interior tonight. 


Troops Sent From San Antonio. 


tfim Antonio. Texas. Aug. 10.—Troop 


I. cif the Third I'nlled States Tavaliy 
•ABS sent from Fort Sam Houston to- 
d.cy 10 Sierra Hlatira and a squadron 
of c a v a l r v \ias ordered from 
Fort 


Clink to Del Rio to protect American 
interests 
Troop 1. is commanded 


In Captain Benjamin and Is equipped 
for neld service 


To Protect American Miner!. 


Ily Am»i Illicit Pns« 


Mexico City. Ans. 10.—To afford 


protection to American 
miners and 


their families 
in Durango the Sov- 


crnment has Instructed the governors 
of both Sinaloa and Durango to nend 
State troops to the towns. 


Zapata Still Obdurate. 


Mexico Clt\. Aiig. 10.—The status 


of Kmllio Zapata. the leader of the 
rebels In the south is unchanged. The 
commission winch went to El .lllgnro 
to consult 
with him 
on terms of 


peace returned today reporting fail- 
ure. 
The "(inference ended when 


the commission Informed Zapata that 
on August S"> the measure providing 
for tbo suspension of personal guar- 
antees would be^ffective and that the 
government would renew 
Its cam- 


paign against 
Zapata with greater 


vigor. 


TOWN OF MERIT 
SWEPT BY STORM 


RHOME. 
GREENVILLE, 
BROWN 


WOOD AND OTHER PLACES 


SUFFER WIND DAMAGE. 


BLOW SEVERE AT RHOME 


Baptltt and. PreitayUrlan 
Churches 


Wrecked and Fort Worth and 


Denver Station Damaged. 


T A-^rx-hucd |»ret.-i 
Mrilt. Tcxub. AUK 
!»— Hardly a 


- WIIH li.fi uniluniaiii'il li> u »lud 


t*toiin 
wliifh 
Rvvept thts section 
i>f 


Hunt county last night. 
One was In 


Jured. 
The puatottlre liulldlng wn8 


iYij cd 
wlih a loss catimated at 


'. 
The othfr Luslness suffereis 


a SIOIP nuil a restaurant. Prob- 


ably twonty or thirty residences were 
tiadlv datitaged 
Kurnn and aheils 


rp blown o\<?r 
atid crops In the 


couutn are reported to have suffi r- 


consldeiablr- damage. Merit'K jiopu 


hition Is about tbree tiumlied. 


August Rain Record Already Broken. 
ny AiiHnttutfd Cr^u. 


Dallas. 
TPXUB, 
Aug. 
9 — TnouKb. 


portions of South Ti'xas are complain- 
ing of hot dry « eat her a big part of 
North Texan has already broken nil 
August rain reiords. 
Here the preci- 


pitation this 
month is 6.47 
Inches 


There were t«o 
heavy storms last 


night and rains wcrp 
reported in 


numerous points In North Texaa. ex- 


minor bruises. Several however, are 
homeless, ihouth the hospitality "f 
the remaining hornet* has been 
e x - 


tended to them. 


Panic ruled for a short .while dnr- 


Ing the morm. I'racllcully every pi r 
SOD In the town who could gain ai 
COBS to a storm cellar was not slow 
about doing sn 
F.very cellar In the 


city was crowded. 


Severe Storm at Brownwood. 


Brownwood, Tenaa. Aug 9. — A t>e\- 


ere electrical, unid, thunder and rain- 
storm started last nlghr at 9 o'chirk 
and Indication «ere that It would 
continue all night. 
It co\ers a lar^e 


territory. 


This Is the heaviest rain that this 


section has bad for 
several years 


and will be of great benefit to all 
rops ibroiighout this territory. There 
was some daniage to local light and 
telephone 
companies. 
aused 
h) 


lightning and several sections of tlie 
cltv are without phone and light ser- 
vice today. 


tending WPSt 
handle. 


almost 
to the Pan- 


Rr 


Damage! at Greenville. 


Fre««. 


Huerta May Go to Juarez. 


H.r AARodntprt Prc«» 


Mexico City. Aug. 1«— Oen Tlnerta 


commander in chief 
of the federal 


troops. It is reporipd. Is not unlikely 
lo go to Juarez to assist peace neogia 
tlons. It Is even asserted a milltan 
tram is ready to proceed south from 
.luarez to conver him to that citv 
under a flag., of truce 


At the same 
time, however, 
dls 


patches from Torrcon say refugncs 
are pouring in thcrp w i t h reports that 
the rebels undor Gen Argumedo and 
Oen. 
Dr le Torro are approaching that 


town with the Intention of a t t a i n i n g 


OIL MEN GO OUT 


TO INVESTIGATE 


REPORT OF SHOWING 
IN WELL 


NORTHWEST OF IOWA PARK 


CAUSE OF EXCrTMENT 


IS 
NO DEFINITE NEWS 


Buffalo OH Company Said to Have 


Had Good Showing On Robert! 


Place Saturday 


A report reaching 
here late last 


night that a 
flow of oil had 
been 


struck In the Buffalo Oil Company's 


on the Kobe.rta farm northwest of 


loua Park sent a number of opera 
tors hurrying out to the scene of the 
reported strike in automobiles to In 
vestigate. 
I'p to a late hour last 


light «o definite confirmation of the 
report could be 
obtained although 


what was learned Indicated there was 
ground for the report. 


According to (he report the show- 


ng developed at a depth of about SOO 
eet and several barrels of oil were 
>aled out. The slush pit was said to 
be well covered w i t h oil. 1-ast night 


. 
C.reenvllle, Texas, Aug.- 9.— Thous- 


ands of dollars damage was done In 
this vicinity last night by winds and 
lertrlcal 
filnrms. 
Chimneys were 


pitched Into the street and one tnic'.t 
wall collapsed. 
Fruit Uees wer,> 


stripped, corn was 
blown flat 
and 


many small 
buildings 
were blown 


down. 


Last night's storm 
at Merit did 


about J40,00n damage. 
Two .brick 


and two frame business houses were 
practically destroyed; 
the content^ 


were blown for blocks. Three grain 
storage houses were piled un by the 
wind and the Santa Fe track and 
two gins were badly damaged. 
The 


storm's path was about three miles 
wide and In this path 
cotton was 


stripped In the fields. 


Heavy Blow at Rheme. 


Rhome. Texas. Aug. 9.—This town 


was swept by one of -the moat severe 
wind and electrical storms In the.his- 
tory of this section at 9 o'cloclt last 
night, wrecking the Baptist and Pres- 
byterian churches, 
overturning sevr 


eral 
homes, 
destroying 
outhouses 


and barns hr the score and causing 
other enormous property damage. .- 


The Fort Worth & Denver station 


was considerably damaged and bait 
a dozen telegraph poles leading from 
the depot were Mown down. Tele- 
graph and telephone 
wires are'de- 


moralized to a considerable degree. 


As far as can be learned no one 


wan seriously Injured, though man; 
persons received slight scratches, and 


Iowa Park Items. 


The Methodius 
began a revual 


meeting here last Friday. 
The p.is 


lor. Hev.-^. It Johnson. Is beins; us 
slstc-d by Rev 
I'reston of 
F.lectra 


The rain has Interfered with sevor.il 
services, but 
the attendance 
has 


>en good. 
.1. B. Winfrei has just purchased 


a thirty-horsepower oil engine wlih 
which be Intends to do his tall plow- 
tig 


Mr. and Mis. r: Drown and chil- 


dren left 
for tlieir 
home 
on the 


ilalnn Monday after a visit with Mr. 
'Irown's sister 
Mrs 
Rutc-her. 
Dur- 


ng their 
8l.iv they also 
Went to 


Bynrs where Miss Zerrie Butcher ac- 
companied them 


Mrs. Nora IVan with her two sons 


and daughter. Mrs. Ellen Bankstore. 
and baby, left last Saturday for ber 
home In Comnmhe. 
Okla.. aft,er a 


months' visit w i t h ber sister. Mrs. 
J. B. Sl9k. 


Miss Oera Davis came home yes- 


terday from Wichita 
Falls, where 


she was 
the guest of 
Mrs. 
T. It. 


Boone. 


Tom Corrldon and his bride came 


up from Wlclnia Falls Sunday lind 
visited Mr. Corriclon's parents. 


Mrs. Kilcrease and two children 


went to Bowie last Saturday for a 
visit with relatives. 


Mrs. I-. C. Denny and children re- 


turned 
last 
Saturday 
from 
Van 


Alstyne. where they visited relatives 
for two weeks. 
Mrs. Denny was' ac-, 


cohlpnnled home by her sister. Mrs. 
Huckaby and children. 


Miss Maurlne Robertson of Min- 


eral Wells. „!< visiting 
her 
friends 


here this week. 


Henry McTleskey 
Is home from 


Michigan for a visit with his parents 
and friends'. 


Ralph Hln*s of Wichita Falls Is a 


visitor In Idwa Patk. 


Irene and Adeline T,ove of near 


Denny are the guests of their grand- 
mother. Mrs. M. A. 1-ove. 


Walter Denny 
came down 
from 


ChllHcothe and spent Sunday with 
relatives and friends. 


Mr. and Mr». 
-1. B Winfrey nnd 


children 
were 
among those 
from 


Iowa Park who attended the Metho- 
dist encampment 
at iJko Wichita 


last week. 


Miss Ijinra Bell wan the guest-of 


Miss Sallie Harbour last week. 


drilling 
nccn stopped and it was 


the line of communication mill 
asslng the federal troops 


har 


Believed Revolution Nearlng End 


0y Ansn, latf.l proM 


Washington, li. C. 
AUK. 
lu — lie 


spite Oro^o's protrMatinn that the 
Mexican resolution ts not mer. the 
State Derjprtineni rrivici-s u^inj lead 
ofncials here to I.elieve the rebel lead 
er 1» suing for 
and that his of- 


has a^ked 


M amba»«a- 
-cus^ peace 


fpr is still o]ien to the Martero noiern- 
ment. 


Senor 
Oldapt'. reprt^' n t n t i v p lipro 


of the revolutionary iiari- 
Senor Calero. the Mexii.i 
(lor. for an audience in di 
terms. 
Calero rerently refused a 


similar request. 


What 
action 
thK 
ym ernmont 


would take If Orozio would 'nn-.c tn 
the United Plates has nnt b.-en de 
cfded. Any agreement he m:Rht maki 


•with Mad«ro wo-ildn't hind 
!'••• ile 


liartment of Justice in anv ac uon li 
might take to prosecute him frr n! 
leged violation or n p t i t r n l l t \ 
lau^. 


Governor Colntiitt's apiiealn tn ihe 


federal government to cet af.>r ihe 
raiders who have crosfic.i Into Tex 
as has been delayed heciuxe the <rm 
ernor addressed all communications tn 
Secretary Stlmsnn 
The atnmir of 


communlc»tlon Helween 
a coinrnor 


and tha government Is through the 
Secretary of State. 
Thp niesBncru 


have been referred lo Serrotarj Kno» 
Meanwhile Col. 
Steover 
has 
sent 


troops to dispel the marauder*. 


said ID hi- the Intention of the drill- 
ers to stait under reaming Monday 
morning 


The MniT.ilo Oil. Company succeed 


ed Disiuuke and O'Neal who started 
a well on this tarm «hlch was aband 
oned at a depth of about 8nn feet 


The Producers oil Company which 


owns the north half of the Marriott 
lease Is at work on one well and will 
start several 
others at once. 
The 


<uin~ey Comparv « hich holds leases 
lieiw-eon the Marriott and the Sara 
Honaker tracts will also start wells 


Texas Corn Crop Condition 


Is 89 Per Cent of Normal 


A l t h n u u h the 
automobile 
search- 


light nuttit used h\ the I'nlted States 


bs in.r.no 
pounds It ran 


make sixteen 
miles an hour 


'limb a - 
r< per cent grade. 


and 


FORFUENITURB 


Colquitt Sat 
Up Nearly All 
Friday 


Night. 


By Atni-tntxl from 
A'nzttn. .Ti.'tnr Aim 
irt—MrtWiw 


CAMPBHXS 
I 
DuOrijnl 


SMIN 


'Good fa fla too 


Sale l>v 


Washington. D. C.. August 12.—A 


report Just Issued by the Federal agrl 
cultural department shows the condl' 
tlon of corn in Texas to be Hi) pet dont 
if normal at the present time, as com- 
pared with 80 per cent of normal In 
continental United States. The Te 
crop at the present time Is 40 per cent 
better than last year and the condltlpn 
n continental United States is 8 points 
lower. 


The Texas Corn Crop. . 


The Texas crop Is in spleudld con- 


dition and the prospects are for a 
vleld more than double that of last 
year. The harvest ha* already begun 
Ir the lower Rio Orande valley, and 
over n hundred carloads have already 
moved out of that section and In the 
corn belt the product Is practicallv 
made 


The crop reporting board estimates 


ibis year's acreage to be the same at 
that of last year, which was 7.300.000 
acres. 
The condition of the crop as 


shown In ihe .Inly issue of the Crop Re- 
porter, the official organ of the depart- 
ment of agriculture. IB 84 per cent of 
normal as compared with 45 per cent 
on the same date lam year 


Texas a Corn Producing State. 
Texas ranks slrth as a corn produc- 


ing State. 
In condition of crops we 


rank firm and in prices we are also n 
the top. The Yellowing tables gives tb< 
acreage and condition of the crop In 
the leading com States 


State— 
1912 
July 1. 


Acreage 
1912 


Illinois . . 
. 
10«SS Olio 
7s 


Iowa 
10.047.000 8.1. 


ausas 
. 
» .-;2f..f>on 
84 


Missouri 
7.B22.000 
8.1 


NNebraska 
71574.000 
81) 


Texas 
7.300.000 
84 


1912 
Vleld Will Be~130,000.000 Bushels. 


The yield per acre In It 11 was 9',;, 


bushels and the condition of the crop 
«an only 45 per cent of normal, while 
i Ms year the condition Is .19 per cent 
better, and estimates Indicate that we 
will produce 17.7 bushels per acre In 
1912. and as there are 7..100 acres plant- 
ed In corn thin year, the total yield 


will be an increase over last year's 
yield of 74..".20,000 bushels, or 1"4 pet 


Te*as Product Demands Tip Top 


• Prices. , 


According to estimates of the Fed- 


eral department of agriculture, the 
farm price per boabel of corn In Texas 
Is 15 cents higher than that of any 
other state. The maximum price of 
$1.03 per bushel was paid for the Tex 
as product on June 1. 1912 The farm 
value of corn tn the continental Tnit 
ed States on the same date Is (irfuted 
by the department of agriculture at 


£ cents per bushel. The following 


table shows the farm price of each 
month in cent* during the past twelve 
months- 


Month 


August 
September 
October . . 
November . 
December 
January ... 
^ehruary . 
March ... 
April ... • 
day 
Inne 
July 


1 
78 
XI 
81 


81 
no 
94 


100 


10<? 
M 


2 


B5S 
fi.-, 1 
657 
647 
f,\ S 
B22 
M G 
B«>; 
71 7 
794 
82 ^ 
81 1 


—Price per bushel In 
Texas. 2— 


Price In United Stated. 


It Is Interesting to note that corn de- 


manded 15 c«ms more per bushel on 
the first of July. 1912. than on the 
same date Ian year. 


Our Production Will Equal Consump- 


tion. 


According to data collected by the 


statistical bureau of rhe Tevaa Com 
merclal 
Secretaries' 
and 
Duslness 


Men's associntlon. there are 1.10.noo.- 
Oflo bunriPls of corn consumed annn- 


y In the Lone Star State, nnd the 


production tins year promises to ex 
o*e<l consumption. 
The 
outlook 
|«. 


much brighter for this year's crop nnd 
when the tint-rest Is completed the 
Texas farmer Is going to have suffi- 
cient supply of corn on hand for the 
Year's feeding, and enongh seed for 


f sprlng's^pjanllng nnd crop mnk- 


I want to talk to the 


Fathers and Mothers of 
Wichita County! 


To the heads of households who hold the 


responsibility of bringing into the world the child- 
ren who are to become the men and women ot 
the future. 


Have You Prepared for Their Future? 


Or are you jogging along on the strength of a 


salary or a business that may peter out even while 
you are alive, and surely will if you should die? 
In other words, 
Is Your Life Insured? 


Have you taken thought of their future? Have 


you prepared for the inivitable that must come to 
every family? 


I Want To Talk Life Insurance! 


And the duty a man owes to his •wife and 


children. Any man who owns a dollars worth of 
property hurrys to have it insured against fire* lest 
it burn up, or against tornado, lest it blow away— 
but two thousand-men >n Wichita Countyv are 
rearing families withou insuring them against the 
loss of their only source of income, the father's life. 


THE ERA OF PROSPERITY HAS SET IN IN WICHITA COUNTY 


But it will not be an era of prosperity for the 


wife or little ones if the father dies without life 
insurance. Life insurance is the greatest gift of 
modern finance, and any man who can pass the 
examination is worse than a criminal who refuses 
to accept its advantages to protect his family. 


I Want To Tell You About The Wichita Southern Life Insure 


Company and What It Offers and What it Will Do 


The Wichita Southern is an old line company, organized under the 


very strict Texas laws, ty responsible Wichita men. It has total re- 
sources of $276.043.65. In the year and a half it has been operating it 
has written over $2.17S.OOOOO. of insurance, every dollar of which is 
guaranteed by deposits with the state comptroller. It •writes policies of 
every kind written by any reliable, old line company,,from ordinary life 
to 1O and 20 year endowment, or investment policies. Its policies have a 
loan and surrender value, thus absolutely guaranteeingagainst loss. Its rates 
are as low as safe insurance can be written, and are approximately the 
same as the oldest companies in the •world. 


THEY ARE AN ABSOLUTE GUARANTEE AGAINST POVERTY 


I want to send one of our represenatives to you to tell you about 


the company, and what it proposes to do—to explain its advantages and 
its policy cost, and I want to do this free of cost to you. Will you let 
me? Drop a card or phone to the home office. We will do the rest. 


E. P. GREENWOOD, 


Vice-President and General Manager 


Wichita Southern Life Insurance Company 


The Home Company 


511-12-13-14 Kemp tt Kell Bldg. 
Phone 734 


v EJ»7-' 
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Wilson's "Inconsistency' 


(By Savoyard In the Houston Chronicle). 


« The l»te Eumieu Uarvln Logan of 
Kentucky loved to relate an anecodte 
of an admirable man that 1 hope to 
make apropos to what IB to follow 
herein. He had an Intimate friend in 
Prof. Gordon, a prominent educator 
of the Blue Grass region. The proles 


which general opinion ha* ceased to 
control. 


It Interested me very much to flnd 


that even In Oregon literally no one 
thought of these new methods of ac- 
tion as a substitute for representative 
Institutions, but only as a means t>f 
stimulation aiid>onlrol. They are aa 


The Rural High School Law 


Austin. Texas. Aug. 10 —The rural i schools. uuJ enables 
parents 


eor was as Scotch 
a» bis uau.e. aa *v*ow* to the Idea of our represen- 


Bcotch as the Tweed, or a uaBBl». or tatlvc Institutions as we are-and are 


bent upon rcalUng 
these ideas In 
tbe guldman Burns pictures 
lu his 


lines: 
"The toll-worn cotter frae his labor 


goes. 


This night his weekly toll is at ail 


end. 


Collects his spades, his mattocks and 


his hoes, 


Hoping the morn In ease and rust 


to spend, 


And weary, o'er the moor, bis course 


does homeward bend." 


Gordon was a John Knox of a man, 


a Presbyterian from skin to marrotf 
and from marrow to skin. A surgical 
operation would have been futile to 
get Into his mind a sense of humor 
or a frivolity, or a triviality. He had 


jkno Imagination and took everything 


practice. That Is fhcir conscious ob- 
ject. 


As far the rouill. It i < seldom used 


outside the niuali ipalltius. 
1 do not 


remcuibor an In lamr til Us "»« on a 
state ottlcer. it la mcn-ly "a gun be- 
hind the do"r. ' 


Faithfully yours, 


\VOOUIIO\V \\II.SON. 


It Is not necessary to apologize for 


quoting this frank confession entire. 
Mr. Wilson Is toon to bo the Hist man 
In the republic, soon to be u siicceinor 
of (Jeorge Washington as chief magls 
trate of the American 
people, and 


whatever he says Is of much moment 
to every citizen who^ias the good of 
the country at heart, 
Prof. Gor 


ta life seriously, deeply senmble of a I"", Mr. W1'7V 
atTan ho 


.olemn «nd everlasting obligation to »'™'^-*??«r?2L?*t 
God. 
He loved to talk of physics, anJ 


emphatically asserted 
that lightning 


never stuck a augar tree. 


We call It the sugar tree In Ken- 


tucky; up North and East they name 
It the sugar maple. And yet me tell 
you something: The syrttp made from 
a sugar tree In Kentucky bas a flavor 
a taste, a zest, a bouquet, that Is 
•wanting lu the Vermont or the New 
York or the Ohio article, though a 
tree of the game 'size further north 
will yield more syrup or sugar than1 
the Kentucky tree, but the northern 
product Is burdened with a slight sug 
geetlon of the gross. 
Yet, northern 


or southern, It Is the beat sweeting 
In the world. On the other hand, the 
farther north you can grow the rib- 
bon cane the more 
delicious tb^ 


molasses. Noxubee county, Missis- 
alppl, will beat 
Terrcbonne parish, 


Louisiana, all to pieces In the quality 
of the1 open kettle syrup It produces, 
but the northern will not rival the 
farther southern cane in productivity. 
Nature 
tions. 


always provides compensa- 


. 


ETmmett Logan was very much like 


'Abraham Lincoln 
In bent of mind, 


and as -much like him physically as It 
is possible for ft handsome man to 
look like a homely man. Both were 
very tall, very slender, very angular, 
with very large hands and feet and 
With pronounced black hair. 
Both 


knew men. and Logan knew that a 
thousand truthful men might depose 
that they had seen a sugar tree that 


- bad been (truck 
by lightning and 


' that bis dear 
friend Gordon could 


never be made 
to believe 
such a 


thing bad ever occurred. 


Logan knew where 
there was a 


sugar tree In Shelby county that had 
been severely riven by a thunderbolt 
and one day It so happened that he 
and his friend Gordon, traveling the 
highway on horseback, passed near 
the tree and Logan- drew rein and 
called the attention ot big friends to 
lt. There was never a more astonish 


red man. 
Here was* a physical fact 


right before bis eyes that knocked 
the trotters from under all bis theor- 
ies and all bis preachments on the 
subject. 
Honest man. he then and 


there made 
recantation 
and later 


'strove to correct the false teachings 
he had advanced to bis classes and 
bis associate!. 


Here Is a letter written by Wood. 


row Wilson to bis friend Prof. R. H. 
Dabney of the University of Virginia: 


My Dear Heath: We did not have 


a chance when I was with you (o 
have our talk out about the Initiative, 


acknowledged that there were things 
irneflcent not hitherto dreamed of in 
his philosophy. 


Is it dishonest for a man to turn 


when he Is confounded? There Is a 
school that teaches such change tc 
>e criminal. 
A Mr. Rodenberg of 


.lllnois is a preacher of that unfalth 
The Hon. Uodenberg halls from a dis- 
trict that In 1S86 was .bribed by the 
'party of great moral Ideas" to give 
Wiliam R. Morrison's seat in congress 


Jehu Baker. 


If Woodrow Wilson had concealed 


the fact, or had bo been .too timid 01 
too dishonest to be frank with hii 
public, he would have preserved his 
consistency all right and contracted a 
self-reproach; 
but he would 
neve 


have been tbe nominee of a grea 
party for tbe office of president o 
the United States. Had ho been tha 
order of man he would not be governo 
of New Jersey and the reforms he 
lias wrought In that 
great station 


-fould not be. There is nothing In 
the record of Governor Wilson tha 
shows as much change in his. politics 
attitude as la exhibited in a contras 
ot President Lincoln's first Inaugur* 
and the Emancipation Proclamation 
Then why should Lincoln be exhalt 
ed and WllJbn stigmatized for chang 
ot opinion and position 
on politlca 


questions? 


•worth while, therefore, In view of the 
Importance of the subject, for me to 
summarize somewhat more formally. 
what I said to you In scraps. 


In the first place, with regard to 


my own state of mind, I surrendered 
to the facts, aa every candid man 
, must. My whole prepossession, my 
•'-Whole reasoning, was against those 
.things. But when I came Into con 
tact with candid, honest, public-spirit- 
ed men who could speak (with regard, 


^Jor example, to Oregon) from personal 
ijebllgation and experience, they floor- 


ed me flat with 
their narration of 


what had actually happened. I found 
In the 
men who advocated 
these 


things who had put them Into opera- 
tion, and 
who 
had 
accomplished 


things by them, not critics or oppon- 
ents of representative government, 
but men who were eager to restore 
It where It had been lost, and who 
had 
taken—successfully 
taken— 


these means to recover for the people 
•what they had unquestionably lost- 
control of their own affairs. 


In short, they were not trying to 


change our Institutions. 
The Inltia 


tlve, referendum and recall were to 
their eyes (as they are to nine) mere- 
ly a means to an end—that end being 
tbe restoration of the control of pub- 
lic opinion. 
Where opinion already 


controls, Where- there is now actual, 
genuine representative government, as 
I believe here is In Virginia and In 
the South 
generally, they 
are not 


necessary. Each state must judge for 
itself. 
I do not see how It could be 


made a subject 
of national 
policy 


•fhe people will. In my opinion, de 
wand these 
measures only 
where 


they are manifestly necessary to take 
legislation and the control ot admin- 
istrative action away 
from special, 


hopelessly entrenched Interests. They 
are no general or unlversaMi&naceas. 


The recall of judges I am absolute- 


ly against, and always have been. It 
is a remedy for a symptom, not for a 
disease—the disease 
being the con 


$rol of the system 
by 
influences 


s; and bas been severely criticised, 
ccordlng to State Superintendent 
ralley. by souie good people who do 
ot understand its provisions. 
"Mr. 


ralley today gave out the following 
tutement, In which he says. "It's a 
ood law, because: 


"1. It authorizes the county board 


f education, after conferring with 
the district school trustees, and tho 
ounty superintendent, to classify tho 
ubilc schools of tbe rural district)!, 
'o classify a school Is to carefully 
onslder tbe educational needs of the 
blldren of the district and then to 
restrlbo a classification 
that will 


observe and promote those interests. 
,'nder uo circumstances cau a child 
f scholastic age bo deprived of its 
Ight to attend a public free school; 
and In the classification of a school If 
he county board of education ehould 
inilt the number of grades of work 
clow that of the classification of some 
ndlvldiial child then It becomes the 
mperatlvo duty of the county board 
:>f education to provide for that ad 
anced child to attend a school of 
proper classification In a convenient 
ir adjacent school district. However, 
f there be no school of proper classi 
flcation In a convenient or adjacent 
school district, then the county board 
of education must classify tbe school 
of the district in which the advanced 


blld lives HO that said child can at- 
tend the school of tbe district of its 
residence. 
In this way no child of 


scholastic age or school will suffer in 
he least, but every child of scholastic 
age and every country school In Tex. 
as' will be authorized by this classl 
flcation. 
• 


2". It authorizes the consolidation 


of two or more snrall' districts where 
practicable into one larger district 
In which may 
be maintained 
with 


business economy one or more schools 
one of which should offer high schoo 
Instruction. This consolidation, how 
ever, cannot be made 
without the 


consent of a majority of the trustees 
of each district affected; and the dls 
trlct trustees may be relied upon to 
represent public sentiment, and th< 
public welfare In this matter. 


"3. It authorizes the county board 


of education to prescribe a course o 
study for use In all the country pub 
lie schools of the county, and tbu 
establish inter-relation and systemat 


SEVENMURDERERS 
' DIE IN CHAIR 


SWIFT, SILENT DEATH COMES Tl 


CONDEMNED MEN IN SING 


SING PRISON. 


MEN 
KILLED 
QUICKN 


Warden's Work Accomplished With I 


An Hour and Sixteen Minutes, 


Without a Hlthc. 


By* Associated Pri!gs. 
Ossinglng, N. Y., Aug. 12.—Seve 


murderers were electrocuted at Sin 
Sing prison this morning. 
This I 


the largest' number executed on an 
one day since the electrlo chair wa 
adopted. 
Tbe sli Italians and 


negro executed today went to the! 
deaths quietly. 
Tbe warden's wo 


was accomplished within an hour an 
16 minutes. 
Prison .guards expcctet 


ecallVit may 
beJthat an Itallan.Wrone might put u 


a fight on his way to tbe chamber 
but he walked, meekly to the chair. 


Cona. another Italian, 
fainted as 


tho straps were adjusted. 
The ca 


was fixed quickly and the 
curren 


sent through his body. All the prls 
oners with the exception of one, Co 
lins 
walked Into the chamber 
pro 


testing their Innocence. 


Collins came smiling and happy an 


did not deny his guilt. He p.rayed 
minute before be was executed. 


Five of the Italians were convlci 


ed of murdering Mrs. Mary Hall In 
tonely farm house November 9, 1911 
Collins, a young Florida negro kllle 
Michel Lynch, a Now York policema 
July 1. 1911. Joseph Fan-Tic klllc 
his wife, Kate, In New York, Octobe 
24. 1911. 
When convicted Ferrer 


attacked a Juryman and then attemp 
ed to kill 
himself 
by cutting 
hi 


throat with pieces of glass. On th 
way to the death house Ferrono mad 
f , second attempt at suicide by tryln 
to swallow a jagged piece of tin. 


IOWA PARK MAN 


PAINFULLY INJURED 


Revolver Carried By Railroad Agen 


Discharged Accidentally In HI* 


Pocket—Flesh Wound and 


Burns. 


Vlnton Frye. night 
agent for th 


Denver at Iowa Park, sustained pain 
ful but not serious injuries last nigh 
when a 45-callber revolver which he 
was carrying In his hip pocket wa 
discharged. 
The bullet entered th 


calf ot his 
leg. Inflicting 
an ugl 


flesh wound, and he was also badl 


He had just placed 
his pocket and was 


powder-burned, 
the weapon in 
preparing to leave tho station whe 
the accident occurred. 
He was fr! 


en medical attention and Is restln 
easy today. Fryp formerly resided I 
Wichita Falls, being at once time 1 
the employed of Dr. J. F. Reed. 


Igh school law has been generally ;lr 


iscussed this year throughout Tex- 


Ic co-operation among all tbe country 


.eudy und sure 
pro^eas 
IB made 


roui year to year; and tbu old-lime 
olliy of KoiiiR over and ovor again 
ho same work each >ear by the dill 
ren lu tho country schools is abolish 


"4. It encourages 
district school 


rustees to discontinue 
ine suicidal, 


oollub policy of demanding one teach- 
r to give dally insln.i-tlou to from 
jtty to elKbty.ftvo children In from 
rty to fifty different classes of from 
iruu and one-bait 
to ten mluutes 


ai'h in length, and entourages dta- 
rict school trustees to employ a sut- 
clem number of teat hers for ouch 
bool to enable the si liogl to be or 
united on a program tliat will gunr 
moo Bhlcleiil instruction to tho chil- 
ren uud personal attention to their 
leeds. This may require the levying 
f a local school 
maintenance tax: 


mt who will deny It is worth while? 


"0. It encourages Hie building up 


if high schools In the country dis- 
rlcts In which 
may bo effectively 


taught Industrial aa well as other sub. 
ccts, and It thus makes unnecessary 
and Inadvisable for parents residing 
m the farm to either Bend their chil 
dren away to the city lilgh school or 
o move from the farm home to the 
city for high schojol opportunities. In 
his way the tendency to deplete the 
rural sections of our State of Its best 
citizenship and to Increase the nuin 
ber of clt) dwellers, who dally 
feed 


it of tin cans and paper sacks an<i 


depend upon daily jobs, will be chock 
ed und a sturdy, self-reliant, educat 
ed couutry citizenship ulll be promot 


"6. The law does not. as has been 


alleged by uninformed persons, pi 
liiblt the teaching of the eighth grade 
lii the country 
public schools., 
It 


fact, it encourages tho leaching o 
all of the high school grades, includ 
Ing the_elghtu. ninth, ton and eleventh 
in the country schools under condl 
tlons most favorable tn the children 
who reside on tbe farm. 


"7. There are more than 000.001 


farmer boys and girls in Texas, and a 
wise administration of this law wil 
give them 
Improved and 
enlarged 


educational opportunities along sucl 
definite lines as have been tested am 
proved successful and satisfactory b; 
experience 
In 
Louisiana. Georgia 


Tennessee, North Carolina and othc 
Southern States, as well as In th 
States of tbe North and Host." 


SHEPP PROMISES 
THE WHOLE STORY 


MAN HELd AT HOT SPRINGS, IT IS 


BELIEVED, KNOWS MUCH- 


CONCERNING MURDER. 


WHITMAN ON THE ALERT 


Prosecuting 
Attorney 
Wires 
Hot 


Springs Mayor to Turn Shepp 


Over Only to Authorized 


Officer. 


Miepps Will Tell Whole Truth. 


By Associated Pre«« 


Hot Springs. Ark., Aug 12.—"Jack 


Rose has told things unnecessary In 
his confession to the New York pros- 
ecutor and bas tried to get me in bad 
but I will not stand for it; when 1 
get back to New York I mean to tell 
Mr. Whitman the whole truth. 
He 


can't give me the'worst of'It." 
- Thus declared Sam Bhcpps. today, 
arrested here as go-between in tho 
New York police graft scandal and 
Hoseutlial murder. He denied having 
made a confession here but admits 
he has already talked too much. 


Attorney 
Whitman 
wired Acting 


Mayor Pettlt of Hot 
Springs today 


urging that under no circumstances 
should Shepp be turned over to any 
New York officer unless that officer is 
armed with credentials from his of- 
fice. 
. 


Although Shepp maintains no made 


no confession, be at least made state- 
ments enough 
to Indicate he is in 


possession of complete facts and de- 
tails of both the shooting of- Rosen- 
thai and the collection of graft mon- 
ey in New York. 


One statement he made has con- 


fused the local officers. 
"You can 


mark the date, on the 2. 
r>th of Febru- \ 


ary all this investigation will stop," 
he declared, but refused to give any 
enllghtment as to what he meant 


There seems to be some question 


In New York whether tho police de- 
partment or detective bureau of that 
city Is responsible for Shepp's arrest. 
Tho fact is the arrest was made by 
Postmaster Frederick Johnson. 
Tho 


postmaster attributed his success in 
apprehending tho fugitive to the reg- 
istered malls and to a circular sent 
out by the New York police depart- 
ment. 


"There are three classes of people 


who use registered mall, largely gamb- 
lers, negroes and lowd characters." 
he declared, "seventy-five per cent of 
the registered mall goes or Is sent to 
members of these classes. 
When t 


got a circular letter from the New 
York polce I watched tho registered 
mail, tt was stated he would prob- 
ably assume the name of Franklin 
and I found three 
persons getting 


mall under that name. 1 then want- 
ed to have a look at them. Saturday 
morning Shepps received a. reglater- 
ed letter. I learned he usually called 
at the general delivery window for 


his mall after 6 o'clock but bo wa 
early Saturday. 


"I was notified the man was tlicr 


and went down to" ask htm to step up 
stairs to my office. He had no soone 
stepped 
In than 
ho demanded 
to 


know what was wanted 
with bin 


The prrosi. of Sbepps followed." 


Were Detectives Involved Here Too 
Ur Associated Press 
Now York, Aug. 12.—Depuly 'Polic 


Commissioner Dougherty said tnda 
he 
proposed 
to 
investigate 
San 


Shepps* story that the police foun 
him in the Catskllls and failed to n 
rest him. 
Dougherty said he won! 


"break" tho detectives If they ,wer 
found guilty. 


Shepp In his story of his flight fro 


the CataRllls where tho detective 
were searching for the gun men 1 
quoted as follows: 


"In Sullivan county.! was asleep I 


a gymnasium when five of the Nc 
York detectives tlmt I know came 1 
and lifted the cover from me. One o 
them asked me Him I was, and grinnei 


said my name was Smith and I grin 


ned right back. They went away afte 
kindly replacing tho cover. An hou 
later I lcfLM 
From Buffalo Sbep 


said he wont to Hot Springs. 


HE COURTED HER 


FOR FORTY YEAR 


Cleveland. Ohio. Aug. 
12—A ro 


nmncc which 
begun more than 4 


years ago reached Its climax In Trln 
ty -Cathedral today, when Dr. Wm. H 
Falls and Cordelia W B. Coffpy. hot 
of Cincinnati were married by Dea 
DuHoulln. 


Dr. Falls, one of the boat know 


physicians of Cincinnati ls%lity iw 
and his bride 
IB 
fifty-eight. 
The 


have known each nthor since children 
but a courtship which has cxtenrte 
since sho was eighteen, onlj endc 
today. 


Dr. Falls Is giving up his practlr 


In Cincinnati for the sake of his bride 
Roth are wealth*. 
They will rcaid 


in Cleveland. 
Neither has marrte 


before. There will be no honeymoon 


JCowrEase 


JHBANS HOBB flUIJK 


boo Om cow 


, SND MO«B MONEY; 


CARPEXTER.MOaTOM COMPANY, 


Billn, tuna., u. 9. A. 


For Sale by Man«U Co. 


THE OPPORTUNITY 


You Have Been 
Waiting For. 


Men's $18,50, $20,00, 


KirschbauirT'Oothes. 


$22,50 and $25 


-FOR- 


$13 


.50 


' Every Man desiring a good suit at the 


lowest price should late advantage of this oppor- 
tunity. 
Nowhere in the state could -a line be 


found more varied and complete at tbe price we 
have put on these suits. 


The prevailing fashions are here, and the 


fabrics allow a wide latitude in selecting. 
Work- 


manship of the best quality is discernable in every 
garment.' Note the collar, the shoulders, the gen- 
eral make up and style and you will readily real- 
ize the exceptional saving to be had by buying a 
suit here and now. 
KIUCHSAUM « CD. 


Extra Trousers for Men and Boys 


At 20 Per Cent Discount 


An extra pair of pants in the wardrobe, is as 


staple as wheat in the bin, and any time you are 
offered stylish, well-made, all-wool trousers, such as 
we are offering you now, at a discount of 20 per cent, 
you ought to buy all you can afford. 


Oxfords for Men and Boys 


/ 


Our line of Oxfords for Men and Boys has 


always 'been recognized among the leaders, and priced 
exceptionally low, considering their style and value. 
Now you can buy any pair in the house for 


20 Per Cent Less Than Regular Price 


One lot of Men's High Grade Oxfords, regular 


$4.50, $5.00 and $5.50 values. Your choice of the 
lot for only 


$3.5O 


COLLIER & HENDRICKS 


"The Home of Reliable Clothes 99 


iNEWSPAPE&r 
iNEWSPAPE&r 


PAGE roim 


The Wichita Time 


Timn •ultding. cerntr atvtnth ttrw 
•.id Scan Av«nu« 


TIM Tlmu PublMiini Company 


(Frlntera and I>ublKb<rt.) 


Officer* and Olrtctoni 


•"ran* K«u 
Proldra 


R B. Ruff 
Vice Prolden 


lid Howard 
General Man 


O. D. Andaraon 
See'jr. and Trrn 


V. c. Thatcher. J. A. Kemy, wtlay Blali 


Subscription RatMi 


S months 
3 


If months 
6 


Year 
|l o 


nurad at the PottorflM at Wichita Falli 


ai second-clan mall manor. 


Bd Baward 
Ocntral M»n»fe 


Onn farmer in Wichita county made 


a yield of 14,00 ObUBhela of wheat on 
his farm this year. That is some wheal 
crop. 


This la the way a Connecticut Re- 


publican paper 
pats 
It: "Voto for 


Taft, pray for Roosevelt, and bet on 
Wilson." 


Pale Luna continues to furnish most 


of the Illumination for Wichita Palls 
streets after sundown 
Has the bond 


issue for street lights been forgotten? 


No man ought to lay claim to be "an 


original Wilson man" unless he Is 
perfectly willing to separate himself 
from as ranch as 11 to help along th 
campaign. 


*od at the character of cartoon service 
' It Is using on Its editorial pusc, being 
fuvoruhlu to Republican runtunllon of 
protection, and vspt'rlally In oppoul 
tlon to Wilson.—Donlson Herald. 


The Times. alBo had noticed the car 


loon norvlco bwltiK furnished the Ho- 
view had decided Republican leaning 
['crimps the Review can explain. 


Wlrhlia Kill IB bumni'ks men u ho n 


few inuntliB uno Bubscrlbed money I" 
buy kufrlr corn unil inllo nmlze uet'd 
to be Riven to fanners In this nt-ctlun 
to encourage the growing of feed crops 
rerlulnly ounht to be natlsfled with 
the robUlIK The hihllral rolurn of a 
hundred fold and then some will be 


Il7.ed this neason alone, 
to 
say 


nothing (if tho Kood ri>nultn that will 
follow In future jeura. 
Wichita coun 


y fanners will never again have, to 
My out all th uiuouc) they can borrow 
o feed their livestock through the 
winter 


from $1 up should be forwarded to 1 tyCBflASKA DEMOCRATS ENDORSE 
lion. Cato Sells. Cleburno, Texas, «lio 
in thp National counnltieeuiun 
Texan, and ho will promptly acknowl 
ndifu receipt of same. Or, If the sub- 
snrlbcT prefers, he can hand in kls 
duntitlon to the Times, and It will be 
forwarded to Mr. Sells promptly. 


BRYAN. 


No money has yet been raised as a 


bonuu for the fanner who brought In 
the season's first bale of cotton Satur- 
day. Tho man was still In town today 
and will not be able to got this eotton 
Klntied for several days. Here's work 
for the Chamber 
of 
Commerce or 


Young Men's 1'rogresnlve League or 
the Retail Merchants' Association. 


"Mmiy fobslls found In Texas." is 


tip heading over an item Bent out by 
ho Texas Commercial Secrntarlen. It 
eferB. of course, to remains of anl- 
nals of a prehistoric period, and not 
lersons whose views or habits are ex- 
remely antiquated. 
We have some 


:xf the latter, it is true, both In com- 
iprclal and political life, and para 
oxlcal as it may seem some of our 
OBt modern and progressive business 


men are the most antiquated and non 
regressive in their political Ideas. Tlir 
umber of Texans who are fossilized 
'any sense of the term however. Is 
•ry small and Is constantly growing 


A man ought to have a right to de- 


stroy that which he makes In some In- 
glances, at 
least. 
Roosevelt made 


Taft, and as be does not seem altogeth- 
er pleased with the 'job. he bas our 
consent to destroy him. And further- 
more. If Taft no longer has & kindly 
feeling for the man wbo elevated him 
lo a position which be has never shown 
ability to fill, let 
him 
pull Teddy 


along with him as he goes down. It's 
a fight among Republicans, and one 
that Is making more Democrats every 
'lay it Is prolonged. 


Some complaint Is made at the flit 


that Is allowed to accumulate on th 
streets In the paved district, whlc 
would suggest a more liberal use of th 
city's street sweeper. 


Wichita Fallsadvaatages as a whole 


sale and JobMnR center have now be 
gun to attract attention, as a result o 
Secretary Forester's thorough presL-n 
tatlon of our freight rate and distrib- 
uting advantages. 


There U now each a great demam 


for gasoline, naptha and tho other by 
products of kerosene that tn order to 
supply this demand a surplus of tha 
product must be refined. The Stand 
ard Oil Company Is-now seeking a new 
market for ~"eoal oIL" 


The police were called In to i|Hn)l a 


riot tn a meeUng (jf th« Republican 
state executive committee at Dallas 
yesterday. If the police are required 
at a meeting of the executive commit 
tec the mllltla will probably be nee 
essory at the State convention . 


A tariff expert says that every time 


we buy a,dollar's worth of sugar. 70 
cents goes for the sugar and the other 
30 cents to .the ttariff charge. It Isn't 
u very sweet chance that the Republl 
can party has of ever getting any 
votes from the Wichita county house- 
wives who have been putting up fruit 
this summer If this Is true. 


There are niany insane persons now 


confined In Texas jails for the reason 
that there Is not sufficient accommoda- 
tions for them in the State's lnsn.ne 
asylums. This condition has prevailed 
for a long time, and It occurs to this 
paper that it Is time for the people 
of Texas to make a vigorous protest 
If our asylums are not large enough, 
then they should be added to. 


Perhaps !t isn't good policy to In- 


dulge In self praise while we are still 
far short of perfection, still we can't 
keep back the observation that In a 
sanitary way Wichita Kails Is 
as 


frnnglpana ocmpared with some other 
Texas cities 
When the lake east of 


the city Is drained and the sanitary 
sewer runs through every alley in the 
city we will become the real (.ulntcs 
sence. 


The finding of oil eight miles east 


of Kloctra and the showing six miles 
northwest of Iowa Park In conjunction 
with the recent strike at Burkburnett 
are Indications that a series of con- 
nected pools Ho along the south side 
of Red Rlvor arrobs the north end of 
Wichita county. OH men now unite in 
declaring the prospects splendid for 
opening one of the greatest oil fields 
In the country here. 


The salary of the governor of Texas 


is only about $4000 per year, and it 
cost him $10.000 to get tho nomina- 
tion, and another fellow 120.000 in an 
effort to defeat him. Tho salary of 
the lieutenant governor Is only about 
S5 per day. while the legislature In In 
session, and even at that he will real 
Ize more clear money from hia office 
than the governor for tho simple roa 
son that his campaign expenses did 
not exceed J500. 


"Mr. Taft's Letter of Acceptance a 


Weak Paper." Is tho caption given an 
editorial commenting on the 
Presl 


dent's letter accepting the presidential 
nomination. Of course It was weak. 
There was really no need of writing a 
letter accepting something which he 
bad already taken employing meth- 
ods that no man worthy to hold the 
high position to which he has been 
honored should have ever stooped. He 
simply accepted something that did not 
come to htm from clean hands. 


The Cleburne«Revlew Is a Democrat- 


Ill paper and Is supporting the Demo- 
cratic nominee* for President and 
Vice President, therefore we cannot 
refrain from being more or leu araaz- 


In his book, "Tho Wilderness Hunt- 
r." written a number of years ago 
>rmer President Roosevelt wrote the 
blowing 
description 
of 
the bull 


oose: . 
"The (bull moose is of a wandering 


and 
flighty 
disposition; bis. flesh, 


moreover Is coarse and stringy; bis 
hide is thick. The bull moose never 
steals, he simply takes what he wants. 
He cannot tolerate a rival, but flies 
Into a rage at the first suggestion 
•'hat there Is any other bull moose In 
the universe." 


Some people thing the name "Bull 


Moose" Is very appropriate for the 
new party. 


We're more Interested right now In 


the price of cotton than in ttie out- 
come of any political event that Is 
ready lobe pulled off. From tbe looks 
of things just at this time, the gins are 
solng to have an all-year run of It to 
handle the crop In this section. There 
are In 
the 
neighborhood of 40,000 


acres tn Wichita county, and while our 
estimate of the total yield for tbe coun- 
:y heretofore has been from 15.000 to 
18,000 bales, we're going to set the fig- 
ures up to 20,000 bales anyhow, and at 
n average price of lOc per pound, this 
would mean at least a million dollars 
:o Wichita county farmers for their 
1912 cotton crop. 


There Is some talk of getting out an 


Independent ticket for some of 
tbe 


county offices, but such a movement 
cannot consistently receive encourage- 
ment at the hands of any Democrat 
who participated in the Democraatlc 
primaries. 
The nominees have been 


named, and they are entitled to and 
should receive the full vote of the 
party at the general election In No- 
vember. It is the right of any man to 
offer as a candidate for office, provid 
ed tbat man has not already pledged 
himself to support the nominees ot 
his party. 


The Electra oil field was extended 


yesterday an even eight miles to the 
east by the striking of heavy oil sand 
in the Eads well at a depth of about 
1400 feet. The flow of gas from this 
well was so strong that the drillers 
of the well deemed It advisable to stop 
drilling until they could move the boil- 
er further away from the well. In order 
to avoid "accidents by explosion. If 
this well proves a producer, and there 
Is every Indication that It will, It Is 
considered by most oil operators that 
the developments of the oil and gas 
fields in Wichita county Is yet In Its 
Infancy. 


Those Texan papers that have ho 


so much to say in condemnation of th 
attitude Bryan took at tho BalUmor 
convention and broke away from it 
structlonu for Clark and votud fur th 
nomination of Wilson should at leas 
bo frank enough to state that Bryai 
went back to hie state, told »hat h< 
had done and »hy he did It, and th 
Democrats of NVbruska In what wa; 
•perhaps tbe largest 
attended State 


convention eier held In that state, ap 
proved his acilon by a vote of 632 >/4 to 
248V4. In adldtiou to the vote of ap 
proval .the following resolutions wen 
approved. 


"We hereby express our unqualified 


approval of the nominees and of the 
platform. 


"We point with pride to the leader 


ship Nebraska Democracy has taken 
during Jhe past eighteen years under 
the guidance of William J. Bryan. 


"We congratulate the Democrats ol 


the Nation that they had la Nebras- 
ka's distinguished clttien a man who 
who dared defy the elements that had 
wrecked the Republican party and that 
sought at Baltimore the destruction of 
the Democratic party: that with su- 
perb courage he challenged the right 
of these elements to dominate the 
Democratic convention and stood for 
what be believed to be tbe interest of 
the folks a( home; that through his 
leadership the convention at Baltimore 
was transformed from what at one 
time seemed to be a reactionary gath- 
ering Into 8, real Democratic conven- 
tion with real Democratic candidates 
standing upon a genuine Democratic 
platform. We cordially approve Mr 
Bryan's coarse at Baltimore and we 
heartily commend him for the course- 
he adopted and we congratulale blm 
upon the magnificent victory." 


The Texas delegation seut to Balti- 


more stood by Mr. Bryan In everything 
he did. It Is true, however, that Na- 
tional CommHteeman R. M. Johnson. 
refused to work with the Texas delega- 
tion In bringing about tho nomination 
of Wilson, and it Is now up to the San 
Antonio convention, which is control 
ed by Qov. Colquitt and his 
friends, 


(among the latter being Col. Johnson) 
to either condemn or approve the ac- 
tion of the Texas delegation at Balti- 
more. It will be showing cowardice to 
remain silent on that matter 
The 


acts of our delegation should either be 
approved 'or condemned by the Demo- 


Aro you In the market for u BuKBy or Carriage? Let us .how you the celebrated 
, 
^ 


MOON BRO'S BUGGY 


the most perfect horee vehicle In the world. We have the runabout the top buggy, ranch 
two-seated carriages, and can quote >ery reasonable prices, ami terms If you wish. 


We are also sols' agents for 
*!t.£.< 34 


Studebaker Wagon*— P. & O. Succeu Sulky and Gang 


Plows—Oliver Chilled Plows 


We carry a complete stock of Groceries, Peed Stuff, Etc., and can quote you the very lowest fos- 


Bible prices. 
, 
; 
i tu\ 


Farmers Supply Company 


J. T. CANT, Manager. 


Mississippi Street 


J 
K 
Phone 44* 


nues of escape from justice, they will 
not be quite so ready to shoot ami 


ill on slight provocation.' And when 


the people become convinced that the 
aw will not be interfered with, and 
bat speedy and just trials will be glv- 
n. they, too. will learn to allow the 
aw to take Its course. 


IT MUST BE TRUB. 


cratls State convention. 


At last the two horses alleged to 


lave been stolen from an El Paso 
:ounty ranch by 200 or more Mexican 
revolutionists have been restored to 
heir owner, or owners. They were 
ound on this side and not on the other 
Ide of the Rio Qrande, grazing. This 
will probably have the effect of quiet- 
ng matters down at Austin, and ex- 
ilatns, perhaps, why the war depart- 
ment at Washington 
has 
been so 


e'fnally slow In answering the tele- 


sent by Gov. Colquitt. asking 


of protection by Federal troops, and 
hreatenlng that if protection was not 
orthcomlng from that source, that he 
would order out the Slate troops. 


It Is reported from Wichita Falls 


hat a farmer near that place who Is 
peratlng an Irrigated farm, will soon 
egln to market his crop of onions, tbe 
leld of which Is estimated at 16,000 
rounds to the acre. Of course, one is 
ot surprised to get some 
strong 


lories out of Wichita Falls, but this 
ne Is some strong, sure enough.—Sic- 
tlnney Courler-Gacette. 


That Is a strong story, but it Is back- 
d by the facts all right. The pity of it 


that there seems to be no market 


or onions, and as nothing but a l(u 
man being will eat an onion, and thev 
annot be used for stock feed, it be- 
gins to look as If Farmer Mathls, who' 


the man who raised this wonderful 


rop of onions. Is going to realize hot 
ery little on the crop. 


Wo are aware that a numberhore 


•ould edit this paper a great deal bet- 
cr than tho "man at the bat" but they 
ave no money Invested In the plant; 


they wish to dictate as to bow It 


Imll be run they must buy chips and 
et In tho game.—Supply (Okla.) Re- 
ubllcan. 
And they will never be convinced 


hat they don't know a great deal 
bout the newspaper 
business until 


fter lhe> do as the OVlahoftia paper 


-"buy chips and get In the 


game." It Is the fellows trho get their 
ept wet, who have experience and 


that can afford to 
how a newspaper 


ave paid for it. 
ive pointers on 
bould be conducted, and that advice 


generally bo to give the people 


ist na good a paper as they deserve, 
r as tho patronge will justify. That's 


much as any reasonable person 


ould expect. 


The Times may be wrong In the mat 


ter, but honestly, it can see no eense 
in the habit we have here In Wichita 
(•'alls of pulling off a celebration and 
Inviting the people of neighboring 
towns and surrounding county to visit 
us only to find when they come a great 
majority of the business bouses closed. 
It Is perhaps all right to allow the em- 
ployes a holiday, bnt the way tho 
Times views the matter, It Is asking 
a great deal of our business men to 
close up their doors tight for the day. 
It la the business man who moke their 
living by selling their goods, who are 
called npon to stand the expense Inci- 
dent to such occasions, and It is hardly 
right to ask or demand of them that 
they close their doors at a time when It 
Is expected there Is to be a crowd' In 
town. 
' 


Every Democrat 
In Texas should 


contribute his mite to the Woodrow 
Wilson presidential campaign fund. 
Hon. 
Cato Sells, National committee- 


man from Texas, whose postofflce ad- 
dress Is Cieburne, will promptly ac- 
knowledge all contributions sent htm 
for that purpose. Those who do not 
wish to bother about sending In their 
contributions to Mr. Sells direct, cab 
leave them at the Times office, with 
their names, and they wfll be forward- 
ed to Mr. Sells promptly. Any amount 
from $1.00 up will be accepted. If 
the Democrats are to be successful In 
this presidential campaign, the party 
must be 
supplied 
with 
sufficient 


fun*ds to pay legitimate campaign ex- 
penses. It will require something like 
a million dollars to do this, and the 
methods adopted by the managers of 
the campaign Is to raise this money 
by popular subscription. If you want 
to help finance this great campaign, 
do It now, at a time that your dona- 
tions can be put to good use. 


While it is almost a certainty that 


Vlisnn will he tho next president of 
he United Stales, this IK no time for 
'emocrats to rest on tholr oars. We 
ave been jollifying long enough over 
h« nomination of Wilson. I^el's get 
o work now. and elect him. Of course, 
exas Is for him. but as both branches 
f Ihe Republican party are liberally 
upplled with campaign funds. It Is 
p to the Democrats who do not bo- 
eve that money for rnmpalgn pur 
KJRPH should be accepted from sonrrM 
hat nre responsible to a large extent 
or the present high coat of 111 Ing. to 
o something In a financial way to aid 
he Democratic campaign fund. Sum*"' 


One of the big New York Republican 


dally papers, in order to ascertain how 
Its readers stood on the presidential 
question took the names of 1000 of 
them, a certain number residing In 
each State of the Union, and sent each 
a postal card with the following ques- 
tions: "Are you a Republican? For 
whom did you vote for president in 
1908? Who will you vote for In 1912?" 
The paper received responses from 
more than 900 of the 1000 addressed, 
all saying they were Republicans and 
had voted for Mr. Taft in 1908; 450 
eald thoy would vole for Taft In 1012. 
and 327 saying they would vote for 
(Roosevelt. 12.1 said that while, they 
were Republicans, It was their Inten- 
tion lo vote for Woodrow Wilson for 
president 
This, of course. Is what 


might be termed, straw voting, but the 
paper that conducted it says tbat ni 
partiality was shown either of the 
candidates in the selection 
of 
tha 


names to bo addressed, and If that 
Is true. It shows to some extent the 
wide split In the Republican party. 
It also shows that a considerable nnm 
her of Republicans, who have become 
thoroughly disgusted with their own 
party, are going to vote the Demo- 
cratic ticket this year. 


Brownsville—The construction mugs 


«t work on the fifteen miles of street 
railway In this rlty have been greatly 
Increased In number and the toad «II| 
be In operation by September first. 
The extension of the line Into Went 
Brownsville has causad a strong de- 
mart ><6r>Te*Meftt "property. , 


If the Old Man Is lonely because his 


wife has gone to the summer resort, he 
does not, necessarily need to give a 
party In' honor of his stenographer. 
Better have the deacons of the church 
up to talk over plans for the prayer 
meeting.—Paris Advocate. 
'Doubtless such Inferences as the 
above will put rather short the outing 
•ot many Paris wives who arc away 
from home for tho summer, and If the 
truth were Known some Paris husband 
whose wife. |s away from home in- 
spired trie-article, and he will see to 
It that she get* a marked copy. 


\ —' 
'' "••' 


Potts, tha fcegro who killed a-Dal- 


las policeman and escaped to Red Riv- 
er county where he killed the sheriff 
of that county who beaded a posse 
that was attempting to arrest him. 
was finally ran down and shot to death 
by a posse, flie negro resisting and 
fighting to the last, having fired from 
a'revolver fourteen shots at his pur- 
suers before a load of buck-shot struck 
htm. It was afortunate wind-up of the 
affair. It was treely predicted that In 
the event the negro 
was captured 


alive, the result would be a burning 
or hanging. Texas has had quite 
enough of such affairs, though! it must 
be admitted that mob law has received 
Its greatest encouragement from the 
delays due to decisions rendered by 
the higher courts. Often cases have 
been reversed and new trials obtained 
for* defendants whose guilt was clearly 
established by the trial court on er- 
rors that could hare no bearing on 
such cases had they not been commit- 
ted. The Times, however. Is glad to 
note some' Improvement in this re- 
spect, and the people who vote seem 
to hare shown a decided preference 
for candidates for the judgesblps of 
our; nlgher courts whose official rec- 
otds and decisions 'showed them to be 
opposed to delaying trials on errors 
that could not effect the guilt or In- 
nocence of the accused panics had 
they not been committed. 
When the 


criminally Inclined 
learn 
that our 


higher courts have closed these ave- 


Wlchlta Falls Readers Must Coma to 


That Conclusion. 


It is not the telling ot a single case 


n Wichita Falls, but scores of citizens 
estlfy. 
Endorsement by people you 


now bears the stamp of truth. The 
ollowing is one of the public state- 
ments made in this locality about 
Doan'B Kidney Pills: 


Mrs. W. M. bangford. 300 Lee St., 


Wichita Falls, Texas, says: "1 have 
used Doan's Kidney Pills for several 
years and I am glad to join others In 
recommending them, as they did me 
such excellent service. 
There were 


times when my back was so painful 
that I could not sleep a night. ' I also 
had pains in my sides and when 1 got 
up In the morning. 1 was more tired 
than when I went to bed. My kidneys 
were weak. 
I tried Doan's Kidney 


Pills and they promptly relieved me 
of all pains and strengthened my kid- 
neys. Since then I have taken a box 
of Doan'u_Kldney Pills occasionally 
and they have kept^nrjr-ktdneys In 
good working order." 


For sale by all dealers. Price 50 


cents. 
Foster-Mllburn Co., Buffalo. 


New York, sole agents for the United 
States. 


Remember the name — Doan's — and 


taek no other. 


Execution. 


And In compliance with law 
give 


this notice by publication In the Eng- 
lish language, once a week for three 
consecutive 
weeks Immediately pre- 


ceding said.day of sale, In the Wichita 


Dally Times, a newspaper publiiffisd. 
In Wichita county. 


Witness my hand this the 13th day 


of August, 1912. 


R. L. RANDOLPH. Sheriff, 


8-9-10-11 
Wichita County, Texas. 


LEGAL NOTICES. 


SHERIFF'S SALE. 


THE STATE OF TEXAS. 


County of Wichita. 


By vlrute of a certain Plurls Execution 
Issued out of the Honorable Justice's 
Court of Precinct No. 1, Wichita coun 
ty. on IBP 10th flay of August. 1912. by 
W. E. Brothers. Justice of the Peace 
of said county, against F. W. Hamll 
tqn for the sum ot 
One 
Hundred 


and Thirty-seven and 38-100 $137 88) 
Dollars and costs of suit in cause 
No. 
2947 
in 
said 
court , styled 


Jackson Bros. vs. F. W. Hamll 
ton. and placed In my hands for ser 
vice; I, R. L. Randolph, as sheriff'of 
Wichita county, Texas, did on the 12 
day of August. 1912, levy on certain 
real estate situated tn Wichita county 
described as follows, to-wit: 


160 acres of land situated in Wlcb 


Ita county. Texas, and described as 
follows: Being Abstract No. 118. Cer 
tiflcate No. 886. Surrey No. 15. H. & 
T. C. R. R. Co Land, said land bemg 
In the Beaver Creek vicinity between 
Iowa Park ana Electra. Texas, and 
levied upon as the property of said 
F. W. Hamilton. And on Tuesday the 
10th day of September. 1912. at the 
court house door of Wichita county, 
In the city of Wichita Falls, Texan, 
between the hours of ten a. m. and 
four p. m.. I wilt sell said land at pub- 
lic vendue for cash to the highest bid- 
der as the property of said F W. Ham- 
ilton'ty virtue of said levy and said 


ESTABLISHED 1884 


THE 


First National Bank 


of Wichita Fml/f, texat 


"f 
: ir - . 
„ 
i 


United States Depository 


Capital...$100,000.00 
Surplus..$107,500.00 


We issue drafts direct jn all the principal Citiei 


of Europe. 


We want your account. 


We promise you every accommodation con* 


til tent with sound banking. 


Often, for want of a small amount of CASH, 
the chance of a lifetime to secure a hotne or 
business interest—is lost. Opportunity slips 
by the careless. 
Don't let it slip by YOU. 


Be ready "with reatly money in your bank ac- 
count.' 
If you haven't one—start one— 


HEKE. NOW. 
This Bank Offers Safety—Security—Strength 


First State Bank 


Trust Company 


(Guaranty Fond Bank) 


to details Is the secret of success. Open a bank account with a 


few of those dollars you Intend to spend for something you don't 


really need. Add to It from time to time, and It will surprise, 


you how soon It amounts to a nice figure. Then when bpportmilty 


comes your way you are able to grasp It because you bar* the 


CASH. 


We Invite your account whether large or small. 


(*' 


"The Bank off Sendee11 


Cash! Cash! 


Everybody isjAfter It 


DBP08rr-Jn the WICHITA STATE BANK—THE OUAHANT1 


TANK. Where It is absolutely safe—where you know yon 
can get It any time. 


W H Y ? 
' 


lit BECAUSB-We have one of the best and safest safe* m«W 


can buy, to keep your money IB. Come In and let u» slow 
you. 


Jnd. BBCAU3E-Wo carry insurance against any low from bur- 
glars or holdups. 


Ird. BECAUSE—Our officers are all under bond for tfte Hallhfal 


performance of their duty. 


4th. BECAUSE—The non Interest bearing and unsecured tfspoi- 


Its of this RANK are GUARANTEED By the OUARAMTT 
FUND of the STATE OF TEXAS. 


The Wichita State Bank 


. 
. 
., 
WlchltaPalls, T«u 
, , 
, , 
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CONGRESS MAY 


ADJODRN SOON 


•UNLESS TAFT 
VETOES 
APPRO- 


PRIATIONS 
BILL 
SESSION 


WIU LEND THIS WEEK, 


HIGHWAY 
COMMISSION 


Senate Adopts Amendment For Cre 


tion of Body to Investigate Fed- 


eral Aid For Roads. 


li) 
itl I'rcMl 


U. ('., Aug. 12—Ma 


Jurlty Leader Cnderwood of tile House 


t-fdicis an adjournment of Consreas 
Ilia 
week 
unless 
I'realdent 
Taft 


elves the legislative executive and 
udlclal approiiriation bill. 
Mr 
Tuft 


lab said be would veto the bill 
lie 


uf umondiiKMitb to abolish the 


.ummene court and limit the tenure 
>r (imce. of civil service employes to 
seven years. 


Mr. I'nderwood vvtll try to pass the 


wool bill over the 
president's veto 


Failing in thin lie will not attempt t< 
.press any more tarin legislation thi 


The 
Senate 
today 
adopted 
thi 


llourne-Uristow parcels pobt |ilan us 
substitute for the House parcels po 
provision 111 the poslotllci- approprla 
tlon bill. 


Senator 
Overman's 
good 
road 


:imcmluic[it tu the pualofflce bill 
t 


Klve $2.~>0,oou 
fur highway work in 


t-ach state to b» 
available wlieu 


utate appropriates u like sum, was d 
fumed tpday. 
The Shackclford goo(i 


roads feature of the bill In the Hous 
would Kivr- general aid to the mnir 
tcnance of all roads used for publl 
purposes. 
In the place of the Hoits 


provision. Iho Senate committee pro 
posed a good roads commission t 
investigate the subject of federal al 
for road building before any direct np 
prnprlutlons are made. 


Uy a vote of 37 'to 21. the Senat 


llnally struck out the House provislo 
-ami adopted an amendment providln 
a commission of three senators an 
three 
representatives 
to moke In 


ipilry. , 


Mill cuiflocn Ji/nu 
lUn urTnTiDLif HI In 


FALSE SWEARING 


His Arrest Follows Marriage to Qlrl 


Said to Be Only Fourteen Years 


of Age. 
"• 


.1. W Ileardsley of this city Is un- 
er orient ut Henrietta on a cnmplafnt 
barging false swearing. 
Tbe coin- 


lafnt results from the issuflncp of a 
larrlage 
llfcensw 
to Beiirdsley 
to 


,iurr> Miss Hrwinn 
I*ep Hlsnchard. 


Isu of this city. The licenrse was Is- 
ued Wednesday after which Beards, 
ey returned Io this city where his 
narr]a(-"« to 
Miss Blanchard 
tank 


ilace. 
Heardsley made affidavit that 


he Klrl was 18 years of age whereas 
ler parents claim she is only H 


Heardsley was given a preliminary 


icarmg at Henrietta 
Saturday »nd 


ft.ts bound over to await the action 
of the grand Jury. 
He bad not been 


H to make bond yesterday and was 


still In jail at Henrietta. 


DEMOCRATS WILL 


SEEK WOMEN'S VOTES 


- t 
', . • 
: 


Mrs. 
Borden Harrlman of New Yor 


Will Have Charge of Campaign 


In Woman's Suffrage States. 


Ill AKSm-lmc.J'.PSoSKSi-' 
Jf- • . _ 
Seagirt. N. J.. 
August 12.—Whll 


there Is no plank in the 
Democrntl 


plulform advocating women's suffrae 
yot a plan has been formulated by th 
Wilson campaign managers by whir 
they hope to make a bid for the fern 
Inlnc vote In the six woman's suffrag 
slates. 


Mrs. Bodrcn Harrlman of New Yor 


Is In hsve charge of the Wilson can 
pals'n among voters 
In 
California, 


Washington. Wyoming. Blah. Colora 
do. and Idaho. Joseph E. navies sec 
retary nf the national committee an 
manager of the Western headquarter 
nt Chicago, had an appointment wit 
Covernor Wilson today nt which h 
expected to map out Mrs. Harrlman' 
activities. 


Without going into the suffrage qnes 


tlon. Mrs. ilarriman. according to pres 
ent pl'ans. will make her appeal b 
speeches on the tariff, the cost ot llv 
Ing. and legislation relating to hour 
of employment and working compen 
satlon. 


Mr. Davies brought for 
Ooverno 


Wilson's approval- abstracts by Mrs 
Harrlman of the workmen's compensa 
tion act and laws limiting employmen 
signed by Gov. Wilson In New Jerse> 


TY COBB STABBED 


BY UNKNOWN MEN 


Ball Player Attacked In Detroit Whll 


On Hie Way to Take Train to 


Syracuse. 


Hi AfJiirlnhil rrris 


Svracuse, N. Y.. Aug. 12.—Ty Cobl 


was attacked and stabbed In the bad 
liy three unidentified men In.Detroi 
eatlv today while on his way to Ih 
train to bring him and the Detrol 
team here 
for an exhibition 
gam 


this 
afternoon. 
His 
Injuries 
an 


slight. 


Nothing Known of Attack at Detroit 
III Auwirlolnl Pr»l>. 
Detroit. Mich.. Aug. 12.—The loca 


management of the Detroit American 
said this afwrnqpn that nothing hod 
been heard here regarding the stab- 
bing Of Ty Cobb. 
The police know 


nothing of the reported attack. 


AMERICAN SOLDIER 


SHOT BY MEXICAN 


Fight Reported Near Columbus. Ne 


Mexico. Near International Bor- 


der—Smuggling Was Being 


Attempted. 


tly Ai^HalM TIVR* 
El Paso. Texas. August 12.—In 


(fight lost nlpht between United Slate 
soldiers and Mexicans near the Infer 
national honmlarj below Columbus. N 
M.. a soldier was shot Uiroulh tha bod 
and a Mexlian was wounded. Accon 
Ing to official reports the shootln 
was caused hj the rebels' attempt t 
smuggle ammunition to Talotnns, Mei 
Ira. opposite Columbus. 


STEAM ROLLER 


NOT TO BE USED 


EVERYBODY WILL 
BE GIVEN A 


HEARING AT SAN ANTONIO 


18 THE DECLARATION. 


EARLY CLOSING STANDS 


FIRST BALE OF COTTON 


REACHES THE CITY 


Was Brought In Saturday Afternoon 


By T. P. Smith from Scotland. 


Areher County 


Mr. T. I'. Smith n farmer living 2! 


miles south of this city near Scotlam 
In Archer county, bolds the dlstlnc 
lion of having brought to town the 
first bale of cotton during the presen 
season. 
lie arrived here with th 


staple yesterday afternoon nod owing 
to the arrival, of too first bale not be 
Ing expected he was tint able to gc 
It ginned Saturday. 


The" cotton 
was 
raised 
on 
Mr 


Smith's farm near Scotland and h 
says that he has planted eighty acre 
that will average probably a third o 
a half bale to the acre. The cottoi 
brought to town Saturday afternooi 
weights 1COO pounds and Is said to h 
of the good grade. 


Mr.'Smith will no doubt receive 


premium for having marketed ' th 
first bale. 


He says that his cotton was plcke 


by members nf hlu faintly 
and tha 


but for the 
wet weather 
he coul 


have brought the flrst bale to tow 
last week. 


WICHITA COUNTY AT 


STATE CONVENTION 


Three '.Colqultt Men Will Represen 


County At San Antonio 


Meeting. 


Wichita county will be represenle 


at the State Democratic conventlo 
In San Antonio this week by N. Hen 
demon. Otto Stehllk and T. U Toland 
Not many of the delegates named b 
the county convention have been abl 
to get away. 
Of the three who vvll 


attend all are Colqultt men. 


Mr. Henderson now represents thl 


senatorial district on the state execu 
live committee and 
In view of th 


fact that 
the administration 
force 


will be In control at San Antonio, b 
will In all probability 
be chosen t 


succeed bfmseJJ'. 
should be. care t 


serve again. 
The Wichita county 


delegation Is Instructed for CovcrnoV 
Colqultt and is to vote as a unit on 
all questions. 


WATER AND LIGHT 


CO, DEED IS FILED 


Price Was "$100 and Other Consider 


atlons"—Deal for Traction Co. 


Said To Be Pending. 


The deeds- and • otoer official ro 


cords of the fiale of lite Wichita Fall 
Water and |.Ig)it Company were fllei 
with County Clerk' ,.Reid yesterda; 
afternoon. 
The purchasers are re 


corded as the "Texas Utilities Cor 
poratlon." which Is the holding com 
pany for the Texas Water and Ugh 
fompanr. 


The price paid* was "$100 and oth 


er consideration." according to thi 
deed. There were also recorded th< 
release by the First Savings * Trus 
Company of Chicago and the ogree 
ments between the Water and Ugh 
Company and the Traction and Irr' 
gallon Companies. 
The latter 
wll 


continue to hold the permanent wa 
ler rights for twelve Inches per acre 
and t i e sale of the lake and ditch t< 
the new concern will not Interfer 
with It. 


U Is understood that the sale o 


the traction lines to the same cor 
poratlon is now being negotiated anrl 
that tbe street 
cnr property 
wll 


formally change hands on January 
I, 1913. 
There is no definite confirm 


atlon of this report, however. 


CHICAGO AMERICANS ARE 


AFTER MINNEAPOLIS MAN 


Fty Asanclutxl Prpnn 


Minneapolis, Minn., Aug. 10 —Chas 


Comlskey, owner of the Chicago Am 
erlcan League club is anxious to 
Otis 'Clvmer. Minneapolis' 
star out 


fielder, according to Mike Cantillon 
president 
nf the 
local 
association 


team. 
Whether the deal finally wll 


l>e made Cantillon would not say. 


I'ruguny has postponed until ncT 


Itine the enforcement of Its new law 
requiring passenger vessels calling a 


$250,000 FIRE AT JOHN B. GIFFORD 


Colqultt's Liquor Legislative Program 


Will 
Likely Be Endorsed By 


Copvention. 


Bj A«iorlat«i1 Pri-M 


San Aniunio, Tux . AUK 12.—To "let 


he voter of Texas rule" Is the one big 


developed to dote In the prelim- 


naries.of the democratic state conveu- 
ion among those already here. 
Kn 


Ire harmony of program Is not yei 
secured 
There are still chances of 


>olitfcal sensations but on the main 
ssue It appears lhat no "stt-am roller" 
will be applied to principles which any 
jig body of voters declared for. even 
hough such represented ba losing of- 
fice-seeker. 


The liquor qupestlon is the notable 


•xample of this. 
Gov. Colqultt's de- 


termination today remained. In spite 
ot attacks Saturday and Sunday, in 
favor of a 9 30 closing law for 
on.is, abolition of saloons in residence 
districts if- (he voters of a city so de- 
sire and in favor of a change for coun- 
ties to meet the "original package' 
law. 


The Liquor Plank. 


The governor's liquor platfrom plank 


reads: 


We demand the enactment of a lav. 


by the next legislature which will re 
quire every saloon In the state to close 
their place of business at 9:30 p m 
each weok day, and keep same cloaci 
unill 7:30 a m. the following day. and 
empower any Incorporated city or town 
to close them earlier In the evening i 
the people of such city or town doom 
it advisable. 


"We demand the enactment of a Ian 


by the> next legislature empowerini 
the 'city commission or city council o 
each and every city or town In the 
state to prescribe the distance wherein 
Intoxicating liquors may be license' 
to be soid^wfthln such city or town, ani 
empowering such city commission o 
city council to prohibit the location o 
saloons In resident districts., 
"We favor an amendment to th eloca 
option statute which will provide tha 
when a,n election on local option I 
held In any 
county or subdivision 


thereof, and local option Is defeated 
that the people of> any such county o 
subdivision thereof where local optloi 
may be defeated may order an electloi 
forthwith In like manner that an elec 
lion on local option Is ordered, ani 
may vote to confine the sale of ttitoi 
Icatlng liquor to unbroken package 
and prohibit the drinking of same on 
premises where sold." 


Denial that the convention can over 


ride the selection of senatorial dls 
tricts In their choice of members o 
the' State executive committee was 
made today. State Senator McN'ealua 
who Is an authority on the Terrel 
election law, said not only Is the con 
ventlon required to accept the choice 
of tbo district but that under tbe Ter 
rell law mandamus proceedings may 
be brought to compel such acceptance. 


There was today still no change In 


the proposed "big three" of the con 
ventlon. Walter Collins of Hlllsboro 
U to be state chairman. Former Sena 
tor W. A. Hanger of Fort Worth, (s 
temporary 
chairman 
and 
Senator 


Claude Hudspeth of El Paso, nertnan 
ent chairman. 


GLEBURNEMONDAY 


SANTA FE CARSHEDS AND LUM- 


BER YARDS 8URN TOGETHER 


WITH MANY CARS. 


STARTED FROM OIL TANK 


Boiler Maker Entered 
Empty Tank 


With Candle—Explosion Followed 


Starting Fire. 


Cli-buiiiP, 
Ti x,n, 
AUK 12 - Tire 


turliug in the ^aiita 1-Y shops lit-ie 
todnv at !) 30 lUiiiugiil the pioperiy 


tlie extent ol JS.'.u.iidii and buriiml 
r several houi^ 
Tlu> explosion "I an oil tank, iaus 


>d i-y a lighted candle In the- hands 
f A. D Campbell ,1 bollermaker start 
'd the lire. 
H«- w e n t Into the tank tu 


nuke repairs ami It Is believed he 
WOK fatally Injuied in the explosion. 


Tbe [tallies spread rapidly over the 


car shed and Inn.her jard destroying 
lassenser and Height cars 
Walter 


Torzlne, an apprentice, was slightly 
hurt. 
' 


CROWDS ENJOY 


'LAKE BREEZES 


Visitors at Lake Increase and a Num 


ber Are Living In Summer Cot- 


tages There. 


A good sized crowd was at tbe lake 


Sunday afternoon. 
Some made the 


trip In automobiles but the street cars 
were the popular, conveyance. 


After discontinuing the practice for 


(he last two weeks, the row 
boa: 


races were 
resumed and 
proved a 


most exciting 
large number 


entertainment 
to a 


of spectators on the 


piers. The race was continued fdr a 
distance of probably a mile and was 
a hotly contested one, but owing to 
a misunderstanding regarding the fin 
al goal, not all 
of the contestants 


finished. 


The Idea of spending an afternoon 


at the lake and of taking supper a» the 
hotel is gaining vogue not only among 
the people 
of this city but among 


residents of 'nearby towns, and every 
Sunday afternoon 
large crowds of 


people may be oe"n Idly strolling In 
he pavilion, 
rowing boats 
on the 


lake, enjoying themselves In the swim- 
ming pool, or other diversions 


\o master how hot may he the wind 


n town, the breezes from over the 
waters of Lake Wichita always blow 


and Invigorating, 
and are 
for 


preferable to the sweltering heat of 
the city. That this fact Is fast being 
taken note of is proven by the nnm 


of people have have rented sum- 


mer cottages and will spend the re- 
mainder of (he summer at the lake 
special street 
car service 
having 


been arranged for the convenience of 
those who live there. 


The amusements and attract Inns at 


Uika 
Wichita have been 
llberallv 


patronized for the last several weeks 
and during the hot weather Is prot 
bably that more 
and 
more people 


Its ports to be equipped with wire-twill spend an 
afternoon 
there 


less telegraphy. 
,;, 
(least one each week. 
^^^^ 


COMMISSIONER EEOS 


MAY HAVE OIL WELL 


Telephoned In Monday That Well Was 


Expected In On His Farm 8 Miles 


East of Electra. 


Count* Commissioner R. I* Keds 


telephoned In this morning that the 
Ked River Oil 
Companf, 
which Is 


putting down a well on his place, ex 
ppctnd to drill the well In very short 
ly. This well Is eight miles duo easl 
of Electra add Is now 
down about 


17SO 
feet. Ijocal oil men do not know 


Just what the indications there are 
This was 
considered an 
Imporlan 


test. 


No definite Information Is avallabli 


today on the pollens well near Iowa 
Park, although oil men In a position 
to be Informed state with emphasis 
that the showing of oil was unmis- 
takable. It li. probable that some 
thing authentic will be forth-coming 
In tbe next twenty-four hours. 


COMFORT FOR JURORS 


IS BEING AGITATED 


It li Proposed to 
Convert 
Seconi 


Floor of Old Jail Into Jury 


Room 


Better accommodations for jurors 


In criminal cat.es are being demand 
ed by citizens who are passed ^nt 
Jury service and, it is probable tha 
definite steps 
will be taken 
soon 


The complaint »eems to be lhat tbe 
present quarters are too hot in sum 
me rand too cold in winter, that fresh 
oeddlng Is tbe exception and not the 
rule and lhat ventilation Is not good 
It Is proposed to convert the upper 
alary of the oil jail building Into a 
Jury-room and It IB thought that by 
this moans many of the disadvantages 
of the present quarters In the coiir 
bouse can be removed. 


DIED SUDDENLY 


ARMER WHOSE HOME WAS NEAR 


JOLLY STRICKEN IN COURT 


ROOM MONDAY. 


HEART 
FAILURE 
CAUSE 


Made Effort to Rise, Clutched Throat 


and Fell Back Unconscious. 


and Was Soon Dead. 


lolin II t'.lflonl 
.1 farmer residing 


lear Jollv. was t.ikfit Huddetilv 
ill in 


lu- dlsiriit cuuit ruimi Monda) alter 


10011 
and died vviilun 
a 
v t - i v abort 


line. 
Whll" silting nil 01 
f Ihi' 


leuclies he suddenly inadi- an 
i-ffoit 


n rise and clutched 
nl his thnuit. 


hen fulllnH into the 
arms of thnsi- 


leur him, unconscious 


MedKal uld was hastily t>nnim»n- 


od. t)r I. Cuons responding. l<ut dentil 


nsued In a short time. 
Heart (all 


ire was the cause assigned. 


Mr. Ciffurd 
lias 
lived two miles 


north of Jolly for live yearn, comlim 
Io this section from Me I-en nun conn- 
ly. 
A widow and eight children sur- 


vive. 
He was 4S years old 
Me was 


here an a witness In the Heard forgery 


e In which u number of Julyv resi- 


dents had been summoned 
Several 


if his neighbors were i-lttlng by him 
when the fatal attack came and they 


Allied deeply affected bv his death 
The funeral arrangements have nut 


yot been completed. 


ANOTHER BIG GAS 
WELL AT PETROLIA 


PEOPLES OIL AND OA8 COMPANV 


DRILLS INTO 8ANO FLOWING 


20,000.000 FEET DAILY. 


TO DRILL 
BELOW 
GAS 


Company Will Seek to Find Vast Poo 


of OH Long BeUeved to Lie Below 


Gas. 


The g.is well of the People's 01 


and (ias Company on the Ixichrldge 
tract north of I'etrolla was drilled In 
yesterday afternoon, and the. pioduo 
tlon Is estimated at twenty million 
feet. 
The K.IS was founu 
In the 


1600 
foot sand and the company wll 


go down to the 1800-foot level in the 
dope of getting oil. 


It has lone i*en the belief of ol 


men that n Rtea' pool would bo open 
ed If a hole was drilled below the 
big gas nand. Derelopments in t 
hole will be watched therefore, with 
the greatest Interest. 


EARTHQUAKE KILLED 


MANY lit DARDANELLES 


Town of Tchanik-KelllsJil On Narrow 


est Part of Dardanelles Was 


Destroyed 


Ry 
Prrns. 


Constantinople. 
Aug 
1" — Earth 


quake shorks that smote villages or 
the Sea of Marmora yesterday killer 
or wounded many of the Inhabitants 
Many vlclllma who wore not killed 
outright have been brought here for 


atment 
More shocks were fell 


FALSE IMPRESSION 


IS CORRECTED 


Man In Whose Crip Bottles of tcer 


Found Was Not a Preacher In 


Southern Methodist Church. 


Kditor llmea. 


li M-eniH thai during the late -cs 


slon of our 
l.ukeshort* AsneinM). .1 


am mail of a lertaln name ».i» 


iilli-K.-d to hov« l«'ft his band gi Ip on 
ulii- of our streut tars, and when U 
uas opcm-d it »aa lound I" contain 
u couple of buttles of tit-nr and CT- 
lain papem pimiiing in hit Ideinli) 
as a preacher. 
I » i l t e tbis m-'.ii to 


say the Southern 
Methodist I ' l . u n h 


II.IH no preacher by that nauii-. ciO"'r 


n Texas or Oklahoma 
If U 
wner 


I 
lh.it ^tip n-ull> 
was 
a minister 


II i i K b l Ihlnklllg people w i l l IK- vciy 
H I M 
anil all 
wronK-lliluklliK 
pi-opli- 


w ill lie vi-rv glad 


It Klvt-a me great pleasure In dear 


UK our o\v n deiioininaliun nf am li a 


iraci-, and if a minister In liny oili 


«r churcli lias bi-en Kullty o' »'J''h a 


iu; 1 am very sorry Indeed 
J am 


aunv wln-r .111) man or uti> woman 
alia lino temptation and noes astray 
To rrjoiie at such a cul.lllllly l» to 
n:inili*i.t. not the spirit ol Cbrlbt. but 
In- spirit of the devil. 


Thanking yon In advance for Hie 


iiBcrilon of this m>li> In your splen- 
Jld paper. 
I am vuurs and 
eveiy 


iiiun's fiieml. 
.1. W 
1111,1.. 


NEW COMPANIES 
HAVEBEEN FORMED 


WICHITA 
FALLS 
ELECTRIC 
CO\ 


AND WICHITA FALLS WATER 


COMPANY CHARTERED. 


SUBSIDIARY 
COMPANIES 


INCREASE EQUIPMENT 


TO MOVE CROPS. 


New York. Aim 11.—Tbe most en 


couraalnu fea'ture 'n the business situ- 
ation from Ihe standpoint of the steel 
.jillls Is the Interest shown by trans- 
portation companies to secure ample 
equipment to move the next nix months 
crop. 
Eastern roads placed large or- 


ders aggregating 20.000 Ions, for deliv- 
ery this fall. The New York Central 
Is taking figures on forty engines for 
a hralnch road. The Great Northern 
has ordered ten and Ihe Virginia rnll 
way eight locomotives from Ihe Bald- 
win works. The same builders report 
miscellaneous orders for-«*we)ve loco- 
motives. The Brooklyn Rapid Transit 
company Is receiving tenders (or 140 
OOOtons of structural steel and other 
snbnray work and elevated road 
tensions In New York will require as 
much m'ore. 
Fabricated prices : 


hardening steadily. 


The -supply of open hearth billets 


and sheet bars in the open market In 
more stringent, and gars have sold up 
to 123.60 f. o. b. Plttsburg for prompt 
shipment. 


There was less activity In pig Iron 


last week, but since Aug. 1. commit 
ments have aggregated inn.OOil or* IP 
all districts, and prices of basic Iron 
are about !?r> cents higher. 


The I'nlted Slates Rtel corporation 


reported unfilled orders July 1 of B. 
957.07(1 tons. 


REMARKABLE THRIFT 


DISPLAYED^ BY BECKER 


Alleged Police Lieutenant 
Put $23,- 


000 In Bank On 'Salary of 


$25,000 


By AMOrlstpd Prfm 
New York. Aug. in.— Large sums of 


money have been deposited In wldelj 
separated savings banks 
by 
Police 


Lieutenant Becker who is held In the 
Rosenthal 
conspiracy, 
according to 


members of the public prosecutor's 
staff. 
They assert that Becker con' 


cealcd his Identity 
under • assi.mod 


names when he visited the different 
banks 
These deposits were the pro- 


ceeds. the prosecutor believed, of gam 
bling blackmail 
Investigation of the 


lieutenant's accounts Is under way In 
New York and llochoster. Detectives 
of tha district attorney's 
office say 


that two accounts, one In a savings 
bank In Newark and another In Eliza 
hbth. N'. J.. belong to Decker. 
The total of all accredited to him is 
(21.000. Bcckc-r's salary as police lieu 
tennnt Is J2500 a year 


Several savings banks officers are 


under subpoena before the grand Jurv 
Io tell of these accounts. 
Whitman 


has been Investigating the bank oc 
counts of two police inspectors. 
He 


says he is curious to know bow the In 
spectors could have so much money. 


$35,000 FOR LORIMER 


TO PAY FOR HIS FIGHT 


Submltted Total Claim 1100.000 More 


Than Allowed—Committee Cut 


Expenses Down 


Ity Asuivrlnli'd Prptu 


WashltiKton. n C. Aug. 10—An ap- 


propriation of |3.'>.uuO to former Sena 
tor Ixjrimer to cover part of his ex- 
penses In the two fights to retain bis 
seat will 
he 
recommended 
by tbe 


Senate committee on privileges and 
elections. 


The total claim for expenses sub- 


mitted by Senator l.orlmer was In ex- 


e*ft of 
$13~i.nno 
It 
Is understood 


tho claim of Detective Hums was also 
materially cut down 


Chairman Dllllnchnm 
will 
recom 


mend an Item of about $2000 as com- 
pensation and expense of Attorneys 
Marble and Healy who represented 


today. 
The seaport nf Callapoli. 132 [the (ommlltpe in the InvestIgatInn. A 


miles west of here and the town n f . l a r c e sum w i l l be necessary tu pay 
Tchanak-Kellcssl 
al the 
narrowest 


part of thB nardannellei was desMrj- 
ed. 
Many were killed or Injured. 


witnesses. 
All of the appropriation 


will be proposed HS an amendment to 
thy de 


ROOSEVELT LAUGHS 


AT BRYAN'S EXPENSE 


Oyster Unv, Aug 
12— "Al 
l.i»t I 


an sleep o' nights." 
said Colonel 


Roosevelt, laughingly, wlx-n told Sun- 
day that the program of William I 
Uryan to follow his train about tbe 
[•ouniry and reply 
Io his speeches 


hud been abandoned, 
as announced 


yesterday. 
The colonel said he was 


amused at the decision of his Demo- 
cratlc opponents that the Progressive 
ticket was not a tnenace tu thorn and 
that it would not be worth while to 
have Mr. Uryan spend his lime In this 


way. 


"Isn't that perfectly lovely?" • h« 


exclaimed. 


It Is Colonel Roosevelt's purpose to 


make a positive fltiht for the Pro- 
gressive platform and ticket, rather 
than .against 
the 
Republican' and 


Democratic candidates. In tho open- 
ing speeches 
of his campaign 
ho 


plans to lay chief 
emphasis 
upon 


what tbe Progressive party proposes 
to do, rather than to assail his op- 
ponents. "By making positive rather 
than 
negative 
arguments. 
Colonel 


Roosevelt hopes 
to place t)ie other 


candidates on the defensive. 
He ex- 


pressed all confidence In tbo Progres- 
sive platform. 


New Incorporations Are Offsprings of, 


Texas Utilities Corporalron—Dal- 


las Men Interested. 


10 hues of I ) M > n 
> r u t sain of the local 


l>mxi, li^lii IIM,| water utilities werej 
ht'uiil S.iiiirduv in the llliiiK at Aus« 
lilt of t w o i l i u i t i i - i . one of tlia Wicul* 
tu Tulls l . l < i t i n Company, the other 
of the Wli Mia Ka I la Water Company. 
The. caplt.il slock uf 
the foruitir la 


*;mi.IMP". th:it of the latter Ullll.OOO, 


11 Iti understood that these corpor* 


at ions w i l l ut> subsidiary to the Tex* 
its 
t'lUnlcs 
Corporation 
to 
whlci) 


(be pliillKt were sold. 


W II Schvvclkhardt Is the principal 


stoi kholdrr I" tlie electric company 
and It i- stated 
that he will be In 


•harge of the properties here. 
Ho 


nolds $il!iu..">iiii uf the cumpany'u stock, 
I'ho lirat u-ar 
dlructura 
are 
P. O. 


Fisher. W 
II Calmer. V. It. Cruger, 


Prank Sinllli and C. II. Chunn, all of 
Dallas and Mr Sclivvelkburdi 
All ot 


(.he sto< k was paid up In full. 


The cliurter of Hip Wichita Falls) 


Water Company. th<- stated purpose^ 
of wltlch Is to furnish water to Wlch- 
l.i Kails and 
COIIIIKUOUH 
territory 


»as taken out by J. 11. Cahlwell. H. 
I. (lahasan. 
Walter Craner. J. 
K. 


\Volfw and W. T. Knoch 
and A. Q. 


£iotkton all of liallas 
Mr Stockton 


holds j;!!».:ion or tin- J^oo.iioo stock, 
>r whli h $T74..'»ii Is paid up. 


Hepresentallvi's of the 
new 
con« 


corns ure expected 
hero tomorrow. 


Very little change 
If any, Is to be 


made In the management bore, accord* 


K tu local advices. 
M 
II. Arnlng of Dallas, represent- 


ing the new concorn, was in the olty. 
today 
He staled that he was here 


simply to look tbe plant and equip- 
ment over. Asked who would be In 
charge 
of the company's 
property, 


here. he. smiled and pointed to T. U. Tf 
Oorth. 


TWO OF CONVICTED 


GRANTED NEW TRIALS 


Jack Marshall 
and George 
Stetfan 


Will Be Tried Again In tha 


District Court 


Two motions for new trials'were 


Kranted yesterday 
by Judge I'. A. 


Martin 
In tbe case of Jack Mar- 


shall, given two years for theft In 
connection with tbo taking of 1'lner 
Avis' automobile. It was shown that 
the Jury has 
discussed 
Marshall's 


failure to testify In his own behalf. 
The defense Introduced no witnesses 
when this case was tried and it was 
shown that tbe Jury took this fact 
Into consideration. 


A new trial was granted in tbe case 


of Oeorgo Steffan. who was given s 
two-sear sentence on the charge of 
getting money under false pretenses. 
The Indictment against Steffan alleg- 
ed that he received "1'nlled States 
currency to tho value of 155;" the 
failure of the Slate to show that the 
money he received was of (he value 
of J-".3 resulted In his gcttini; a new 
trial. 


PROGRESSIVES TO HAVE 


FULL TICKET IN OHIO 


Are Beaten In Committee and Resign 


Positions—Plan Fight For All 


State Offices 


Columbus, Ohio, Aug. 
10—A full 


progressive ticket 
In Ohio probably 


will result from the defeat of Roose- 
velt's supporters on tbe State central 
committee 
when 
a 
gubernatorial 


candidate was selected today. Roose- 
velt men were beaten 11 to S. and 
Gen. 
R. D. Brown named to head tbe 


ticket 


Immediately after the meeting the 


Koosovelt men resigned. 
The com- 


mittee is to chose a successor to K. 
B. Dillon who resigned recently Oen. 
Drowo was the nominee for lieutenant 
governor. 
The committee will meet 


Tuesday to select 
a successor 
for 


Gen. Brown on the ticket. 


Not only did Waller P. Brown who 


led the Rooosevelt fight In the recent 
primary, withdraw as a committee- 
man but he gave not Ice nf his resigna- 
tion as national commlrteoman. 
He 


said a full progressive ticket would 
be named. 


YOUNGSTER PITCHES NO 


HIT, 
NO RUN GAME 


Chicago. Aug. 12.—Mwrence O'S'ell 


an 
1R veur-old 
left handed 
amateur, 


piuhed a no-hit, no run sanu* in a 
Chicago Catholic league coniegt Sun 
day winning his game by the si ore (if 
I to n 
Twenty-seven baismen faced 


O'Nell In the nine Innings 
Hv btiuck 


OUt iQ 


MARIE GLASSCOCK DIES 


AFTER SHORT ILLNESS 


Former Student of Wichita Falls High) 


School Dies At Her Home At 


Byera. 


Miss Mario Olasscock, age 1$ years, 


died at the home of her mother In 
Dyers yesterday morning about nine 
o'clock having been 111 with Internal 
hemmorbagcs less than 
twenty-four 


hours. 
She" first complained of feel- 


Ing sick Saturday nigbt about eight 
o'clock 
and 
grew 
steadily 
worse 


throughout the night 
until the end 


came yesterday morning. 
The body 


was prepared for burial by Jesse Dol- 
man of tbe Freear-Brln 
Undertaking 


Company and was 
shipped to this 


city today, 
the funeral being held 


from the Tlrst M. B. Church, South 
nt 3 o'clork this afternoon. 
Inter- 


ment was In Riverside Cemetery. She 
loaves r mother, four brothers and 
one slstnr. AH of her brothers, LM, 
fluy, Hubert and John reside In this 
city. 


Miss Marie 
Glasscock 
until last 


week lived In this 
city, where ibs 


has been a resident all of her life. 
I-act week the family decided to re- 
n<ov« to Dyers, and they had barely 
become settled In their 
new boms 


when she became 111. She was a form- 
er student of tbe Wichita Palls High, 
School, where she was a popular stn- 
dent and sbo has many friends here) 
who will regret her most untimely 
death. 


PROTESTS AGAINST 


BOMBARDMENT 


American Minister 
Implores Nlcaray 


guan Rebel Leader Not to Menace 


Lives of Non-Combatants. 


By Axtoclateil 


Washington. 
Aug 
12— American 


Minister Weltzell at Managua has pro- 
tested to Gen Vena, head of the Nlco- 
raguan rebels, against his threatened 
bombardment of Managua. 
The city 


Is filled with non combatants and wo- 
men and children 


Mena has h>>cn notified that he and 


his jrenerals will he held personally re- 
sponsible fur injury to Americana og 
llielr proper! v 


LAFOLLETE MAKES 


A SERIOUS CHARGE 


Claims Officials of Post Office Depart- 


ment Rifled Hit Mall to Learn 


Result of Investigation. 


My AtMnrlatml l'r^*s 


Washington. l> C . .'.,:«. IS —Sena- 


tor lj>rol|ptii- i.«ln\ charged official! 
of iho 
poMoUi.e 
department 
wlUk 


r u l i n g In* uuil in :ni attempt to lean) 
ihr result "f Lit. /iveKtigations Into 
rendition^ in the postal service. He) 
showed the Senate a bundle of letters] 
u h l i h he said were opened before bjjft 
received thorn, 
.;;.;.....•; , 
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iH,::: WICHITA COUNTY'S 


POPULATION 23,019 


Stars and Stripes 
]Pu11ed Down By 


Mounted Police 


COUNTY 
COMMISSIONERS ISSUE 


ORDER DECLARING THAT TO 


BE PRESENT POPULATION. 


BASED 
ON 
SCHOLASTICS 


,- \«.., I , - . I I'r.-H 
Sank,it,,1111. 
AIIK 
IS—The 
rcn.i 


iiiinli'il 
j i o l f i c 
lipjiilfcl by n T i t i i n l n r 


uil/«'iis of thin city mused a .sc-n 


all,,n cm Ibp street hi'ro during the 
arailc. of a Usitlnx American c i r c u s 
"btoril.i> \\'icii 
the pin 


mtlcni ami onlvri'd 
iho Blurs and 


rlpcB taken nff the uu^utlH lo.i\fni: 
ily the union Ja, k. 
'Ilio pullce 


re- biith hooted 
and chc.fie.d by 


o cru«d. 


si one ullh Ihnir 
woman 
PiiptUes 


Hotel Parlor Now 
Large Enough to 


Hold Populists 


Si. I uui« 
AIIK 
A Kiiiall hniol 


iirlin Is the, Ki'cno Intlay of tho I'mm- 
nl Nallonal lomcnilnn w h h h four 
oars nitn rmiutroil n Iheaire to ur 
omniodalK the dolomites. 
Nallonal 


halrm.m Keiru of Illinois will seek 
platform planU f r tho Isinaiup nnd 
'Knt.itlon of 
Mii.itl mono) 
li\ Con- 


I t . ' il', 
111! nch,,"t 
III.' 
1,'tp'l 


',t,lt« 
Mf ,I,-',IIM tt.,^ tttllnllt foutlll 


,11 1','lh 
pitloH 
Iti'pi-, s,'itl illt i> 
An- 


MI, .it Mlnnp«Min, Itpptiltll. in who 


,'nilii. I, .1 |hr nrcnrnrnt (n V»ohnlf of 
IT Titl'ii nin.l.t :i !»pirllM<l ilrfptmit 


1 IIP ,ltiti:,' II;TIII<I Mi t'lllin ^n? 


iMM.t to rl,,i 
I'lp I'IP MUkon 
I'.'i'.llliup of iii 


linn (o 
c'oncry» 


it litv pntlilltlicit 
n- Ihin $6C3 
O 


i .iM-Ei"! of f.niul tt,",' mailit nil of 
h 'i Mi 1'iilin ,l.-nlo.l Vnottlodcp 
f 
II,' tlKo il, nip,l I'isl he VnpV nt 


IIP tun, of nin r\po, .I'tnros mitlo 


lui> (.ill. or oii.l I i, '(lift 


WE Kiiiro i;{ 


FIREWORKS EXPLOSION 


atalltipn Renult From P.-coipture Ig- 


nition of Exloilvrii at Celebration 


of Attumption Feast. 


o 
fiiKitlve (UHsciiKor liimlly man- 


iiKi'd to hoard n titiln. airMiiR horo 
Kilo Int.! nl(-ht. 
Thc'v Kuld that >es- 


ti'ldat acioullnE to reports Ironi per 
«»«« In the district. Knlaznr'a hand 
v|Kitod (bo He-cue 
of the slaughter 


and carried off three nien vxhoin tbe\ 
wild thr> \\imld hold for ransoni. 


Stories of cruelty wore told by the 


WHcn^'TH. (),,t. ,,f (),,. unmcti was 
arrting in her arms when alto nr 
rued here, her ilr.iil bub).'killed I 
iho IlKhtinc. 
A lodoral colutun I 


now In purstitt. 


Sklrml«h Opposite Fort Hancock 


llr A.<»i Inlnt I'rpsi 
-101 I'n-so, "foxaa. AIIR. 13 —Fcdorals 
ulio hnvo licrn follotMiif; robola nn 
ho Mexican sldo of Iho Ulo ('.rn 
ought o Iiallld at HIP T. O. ranch 
opiionlto 
Fcirt 
Hanooc-k 
yesterday 


I'llo rpbels wore In command of Her- 
nlllo Kniupz nnd there, vteru sixty In 
ho burnt. 
™ 


Thp fptterals killed flvp men. wound 


pit spvnral. raptiiTpd nlno. rlRlit wag- 
ons with families and tome horses 
ind ammunition. 


Slaughter W» Feirful. 


City of Meilc-o, 
AIIK 
13.—Thirty- 


Is soldiers and more 
tlmn twenty 


iftssenRora were Blnnghlered by Zn 
,atlst:is Sunday 
In n rnnjnn 
one 


kilometer 
north of Timinnn, 
110 


ullcs south of the Clt> of Meilco. 


Meajror doiiills. 
which 
did 
not 


roach the city until Monday. Indicate 
hat tho sa\!ij:or\ displayed »ns not 
•as, nnd perhaps Rreater. than 
that 


hlch cjjaractertied iho maRsac-re of 


troope and jtasaongers on n trnin be- 


nt .(.B.^ini.Ni i-toB, 
tueon rnernnvaca nnd the Tltx of 


Auburn. \ 
Y . A' R 13—Fhe t\oro i Mexico on July 20 
So fur us known 


Mllocl tod.-iv In an eicjilo*'lon of fire- lonlj a part of the train crew r>ca]>- 
works 
tthlfh «oro l,oln(T proparixl In 
i e<l. 


the ItAll.in qnar'or for th<» celehra-I 
The first story of the assault was 


Mem of tho AHMIH ptlon feast hy tho 
] sent bnck to this city by Ootrdnotor 


< ttiiKn'K.itlon of Si KraneU dl Asslssl ! Marin and Collector l>oniinpuej,. «ho 
1 ho dead are 
r.,i plmo (*armeleni:o. although wounded, 
had managed to 


m.imif.ii lurvr of Jin-works 
and Mr^ 
make their MIJO to Yatitepec, twehe 


Mnrr Cherhe 
and hor three 
chil- 


dren 


A strange bomb vva» found In Iho did not arru-o at the telegraph sn- 


rnlnn. 
ition until later In the day. 


miles nwa^r 
They woro forced to 


1 steal through tJie Zapatista lines and 


AILSTORM AND WIND 


DOES DAMAGE AT RINGGOLD 


ltini;i;nM. Texas. Anc 11 —A nlnd 


School Census Indicates Population of 


10.626 For Wichita F ilia ;od 


1740 
For Electra. 


\\lcliliu county's 
population, has- 


'(1 nn the last scholastic census. IB 
.'l.ulli and the count) commissioners 


tMcliiy .nluptid a furmal uider declar- 
ng lhat to he the population. 


The scholasllc figures give Wichita 


Kails a population of 10.C26, Burkbur- 
ni It 774. lo\»a Park f>~u and 
Kl<>i tra 


174U 
The -wof portion of the coun- 


ty will piobahly be entitled to two 
aclditinn.il saloons- as soon as the 
lopulatlon of the non-prohibition ter- ' 
itory can be ligured 
Wlehlta coun- 


> now has twenty one saloons, which 
will probably be Increased to twpnty- 
hree, one 
heiug allowed 
for each 


oi)U population. 


The commissioners ordered a stock 


law election in the nnrktmrnett pre- 


nnd 
luills'torm »wr,,t this 
part «f T"" """ S""tl"7lber 2I' , Tl"8 m<>™- 


Monlngiii' uounly. doing the Kreatest 
ing w.is spent in approving accounts 


business. 
All of the commlssl mers 


arc present except Mr Keels who Is 
still waiting for his oil well to cnme 
in. 


damage nl a point three miles south ^"IZ01^,, 8"r 
U ,!,", ?!!l!r....™U.tl"! 


of this town. 
Amonu the (iroperty 


owni'is «ho sufTefcd damages am H 
.1. Ji'nklnF, uhoBe house was partial- 
ly wrecked, his 
barn Idown down 


nnd his crop considerably Injured; 
Mrs Seay's house was wrecked and 
lior bam 
blown clown; Charles I)a- 


k'onport, holme hloun off Its foimcla- 
Inn. windnilll toppled over and cropv 


onipletoly destroyed; A. J. Martin. 
Top destroyed; J. A. Kcklnson, house 
ilo«u to pieces: W. A. Oaliorn, "col- 
on crop badly damaged. 


First Bale Reached Dallas. 


Kalian. .Texas. Aug W.—J. T. Perry 


of SeftKoulle marketed the first bale of 
cotton of tho Beaon here today. 
The 


bale \vcli:hecl 440 pounds 
Mr. Perry 


received a bonus of $03 Including a 
bonus of $25 from the chamber of 
commerce. 


Our Raus Mit-'Em 
SALE! 


-rut- 


Semi-Annual Shoe Event 


MK.VS ILIST 


One Lot $S. $3.50 and 
$4 Oxforrls 
»$2.OO 


One- Ixit $Ti.r)Onncl $t? 
Oxforda 
$3.50 


Anv Oxford in the 
house , 
$3.50 


LAI>IHS' LiST 


One Lot $2.50 Patent 
Pumps 
....$1.65 


One J ot $» Patent 
Pumps 
$2.00 


One Lot $3 Gun Metal 
Pumps 
$2.00 


One I^it 54 Putent 
Ties/ 
.$2.75 


All $;i..rXl Oxford 
Ties 
*_. 


All 


$2.50 
> 


Pumps 
$3.00 


llov«' nnd Migses' Low 
Shoes nt any old price. 


Hoiser\ nt Rnns 
Nit-'Km Prices... 


Strange-White Shoe Co 


614 Eighth Street 


DER TWINED! 


We are headquarters; send us your orders: CARROL-BROUGH-ROBINSON-GATES 


WICHITA FALLS, TEXAS 


RFTTORS C A N T 
liE L'P TH'RO PARTY 


Ifi 
1? 
U '"-,' n^r t,- 
1> 


llio ronr.M '^n 
«.*.)ot *•• 


,'.!nn«Wltor"i'o T"!'>, -', 
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." 
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t'1 
« 
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hr 
) 
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P,> thft' >\\t\ 


•I r 
• •» 
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Vr \\ 
r ,v«.'« t "o -,r - « 
, .^ 


Ih*- pfrtf. fin-1 f. 
Wont OTt » /Ifl - 
T, 11 \"IaxT».v-.i 


fit tit f#e 
rri tht 


V~f <•>' ' 
t It I « r-r P^JIPC 
, R 
Y>f 


\ft\ 
Irrri 
11*in ^i ' 
"•> i' 
}kt 


d*/! POI ) ' 
fir 
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in i T> v\ i 
^^ 


Inrr^: Ivriu -«• pro »n r*mc •. r. 
a 


Jvlt^l linr At, tb« 
R.TI n « • t , 
P »•< 


7 hrforr rtoldTyt .th^ir TOrtnip^ 


We Have Received Another Shipment 


Of those Sure Seal Jars. 
The sale is so Kcavy its been impossible to kfcp them in stock. Tkey are the last word in fruit jars. 


If Ton don't know about them, get acquainted. 
We have also received some sure enough good jar rubbers. 
We have everything you nted for 


the canning season. 
Hello your orders—we'll do the rest. 
- - 
--. 
-:• 
,:. 


Phones 35 and 640 
O. W. BEAN & SON 


GROCERS AMD COrFEe ROASTERS 


608-610 Ohio 


************** 
* 
UKA1) TOUAV8 WANT ADS 
• • 


. . llu.loe.t Ii HMdur improving In • • 
. , » Uhll« I-•11.—Walch For Oppur- • • 
i t tuullli» for 
Mupej 
MjUllig In 4* 
.. Thr WANT ADS. 


* * * * * * * * * * * * * * 


MOHE THAN 1640* UKAIlKUlt * 


WU1 Band Hoar Ad In Tin CU...I- 
Sad Oclumi of The Tl">» To- 
• Icnl. 
TmUL To Tli»i» I "r <>o. 


_. Cent • Word «»d 
<.<•! Kr.,ill. 
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WILSON MAKES 
CAMPAIGN SPEECH 


IN SPEECH TO 
FARMERS DEMO- 


CRATIC NOMINEE DISCUSSES 


EVILS OF PROTECTION. 


WOULD DENY PRIVILEGES 


McCORMICK CLAIMS 
* 


N. Y. FOR PROCRE88IVE8N+ 


Hy Associated Press. 


Chicago, Aug. 
16.—Feeling 


among 
uu-suue 
Democrats 


ugulast men active In Wood- 
row Wilson's behalf and senti- 
ment hostile to President Taft 
among 
up state 
Republicans 


will give Theodore Roosevelt 
victory 
in New 
York 
by a 


"handKnme margin" according 
to Mcdill McCormii'k at Pro- 
gressive headquarters here. 


CHARGES MISUSE 


OF SECRET FUND 


EPRESENTATIVE 
HAMLIN 
DE- 


CLARES CONDITIONS IN THE 


STATE DEPARTMEN ARE 


ASTOUNDING. 


Declares All Classes, Except Tillers of 


the Soil, Have Secured Special 
. 
Legislation. 


Gloucester, N. J., Aug. 16.—Under 


the glare or a hot sun, thousands of 
farmers massed about Gov. Woodrow 
Wilson here Thursday and heard him 
make his first campaign speech since 
he was officially notified a week ago 
of his nomination to the Presidency. 


The Governor spoke extemporan- 


eously at Washington Park, 
where 


the farmers of New Jersey, Delaware 


• and Pennslyvanla were participating 


In a celebration. The candidate dwelt 
mostly on the protective tariff, which, 
be" called "the restrictive tariff," at- 
tacked Senator Aldrich and his tariff- 
-making associates, pointed out the 
benefits of 
a merchant 
marine in 


connection with the Panama Canal 
and blamed the Influence of express 
companies In halting parcels post leg- 
islation. 


The Governor frequently was Inter- 


rupted 
by 
applause 
and 
cheers. 


When he finished kjieaking many of 
the farmers wanted to shake hands. 
The Governor was at the pork about 
two hours, returning to Seagirt early 
last night. 


* 
Governor Wilson said In part: 
"I am Interested In politics not as 


a search for office, but as a great 
contest 'devoted to something very 
definite and practical Indeed. 
Poli- 


tics .ought 
to 
he considered as n 


a mere occasion for oratory. 
Poli- 


tics ought not to -be considered as a 
branch of the National business and 
a man who talk* politics ought to 
tell his fellow citizens very distinct- 
ly what he thinks, about their affairs 
and what his own 
attitude toward 


them- Is. 
. 
"Here we are at a farmers' picnic 


•nd on 'this day I suppose we might 
say that the termers occupy the cen- 
ter .ot-the stage, when did the farm 
ers ever occupy 
the center of 'the 


stage In our politics? 1 don't remem- 
ber any time.' I have seen the in- 
terests of a great many classes spec- 
ially regarded In legislation, but I 
must frankly say that I have seldom 
seen the Interests of the farmer fe- 


ll garded In legislation. And one of the 


greatest Impositions upon the farmer 
of this country that.has ever been 
demised Is the present. tariff legisla- 
tion of the United States. 


"1 hav« not heard of farmers wait- 


Ing for a hearing before the commit- 
tee of Ways and Means of the House 
and the Finance Committee of the 
Senate In order to take part In deter- 
mining 
what 
the 
tariff 
schedule 


should be. While you were feeding 
the world, Congress was feeding the 
trusts. Nobody doubts what the pro- 
cess of tariff legislation has been, be- 
cause everybody who has been cu- 
rious enough to Inquire knows wh»t 
the process of tariff legislation has 


"I would be ashamed of myself if 


-I" tried to stir up any feeling oh the 
part of any class against anyy other 
class. 
I wish to disavow all Inten- 


tion of suggesting to the farmer that 
be go In and do somebody up. That 
Is not the point. All that I am mod- 
estly suggesting to you Is that you 
break into your own house and live 
there. 
And I want you to examine 


4 very critically the character of the 


tenants who have been occupying It 
It Is a very big house and very few 
people have been living in It and the 
rent has been demanded of you and 
not of them. 
You have paid 
the 


money which enabled them to live 
In your own house and dominate your 
own premises. 


"I regard this campaign as I re- 


garded every campaign in which peo- 
ple have taken part since the world 
began, as simply a continued strug- 
gle to see to It that the people were 
taken care of by their own Govern- 
ment. 
And my Indictment against 


the tariff Is that It represents special 
partnerships and does not represent 
the general Interest. It is a long time 
since tariffs ware Jiade by men who 
even supposed they were^seeklnm to 
serve the- general Interests because 
tariffs are not made by the general 
body of members' of either House or 
Congress. They have ,ln the past been 
made by very small groups of Indiv- 
iduals in certain committees of those 
houses, who even refused 
Informa- 


tion to thejr fellow members as to 


» the basis upon which they hud acted 


In framing the schedules. 


"Now 
there are various questions 


which you gentlemen ought to real- 
ize are pending, questions that di- 
rectly concern 
the farmer of this 


country. 
It makes ft great deal of 


difference to you that Mr Taft the 
other Jay vetoed the steel bill 
It 


makes a difference to you In the cost 
of practically every tool that you1 use 


BrtUTALITY OF 


WORST DEGREE 


ROBBER DASHED CHILD AGAINST 


WALL TO. MAKE MOTHER 


REVEAL HIDING PLACE OF 


MONEY. 


CHOKED A YOUNG BRIDE 


New York Police Searching Haunts 


of Ruffians and Criminals For 


Him. 


By Asuoolnlpil Prenn. 
New York. Aug. If.—The haunts 


of rufllans and criminals were search- 
ed today for a robber whom the po- 
lice say Is one of the most brutal 
they have known. In an Eighth ave- 
nue apartment the 
robber attacked 


two women. In one case he picked 
up an Infant and dashed It against 
the wall to torture the woman into 
revealing her money 
The second vic- 


tim was 
a young bride 
who was 


choked Into insensibility nnd then rob 
bed of Jewelry and money. 


GOV'I MOVES UtlHST 


PICTURjiSHOW TRUST 


Attorney General Files Suit For Ola- 


solution of Motion Picture Pat- 


ents Company. 


By AnnOTlatPd PreRi. 
_, 
Philadelphia. Pa.. Aug. 16— The 


Federal Government attacked the so- 
called moving picture trust In a clvl' 
suit filed today for the dissolution ol 
the Motion Plctuie Patents Company 
and the General Film Company. Ten 
other picture film concerns are ac 
cused of combining 
to monopolize 


the business even to the extent o 
increasing or decreasing the numbe 
of theatres In which 
they have ns 


proprietary Interests. 


Br 


Suit An Important Move. 


PTPHR.. 
Washington, D. C., Aug- 16— The 


moving picture suit filed today is re 
garded by the Department of Justici 
as one of Its most Important move 
under the Sherman law. as It square- 
ly asked for a judicial determination 
of the relation of that statute to th 
tax laws. 
The suit will test th 


right of corporations and individual 
to Join IBelr respective monopollp 
Into one big monopoly through agree 
ments. 
These issues, it Is declared 


are brought out more forcibly In to 
[lay's suit than In any pending ant 
trust legislation. 


TEXAS NATIONAL GUABO 


LEAVES ALEXANDRIA, LA 


Fly AnnMati-il Prem. 
Alexandria, 
La.. Aug. 16.—Th 


twenty-fonr companies of the Texa 
National Guard encamped here for th 
vast ten days left Inst night for Te 
as. 
The regular troops commande 


by Col. M. F. Waltz will remain her 
until their annual inspection by Ge 
Potts of Chicago, who Is 
expect* 


here within the next da\ or two. 


EC, KNOX' NEGRO VALET 


egro Messenger of Department Used 


For That Position — Other Ir- 


regularities. 


y AB)jf» Inn-il Preni 
C.. Aug. 16.— 


names ol loose and dangerous prac- 
ces In the Stale Department's ex- 
endlturi'-s of a t-ecret 
emergency 


und was renewed in an Informal re- 
ort 
by Representative 
Hamlln of 


Issourl. chairman of the House coin- 
lllee w h i c h 
Investigated what Is 


ernied the "asoundlng condition of 
Talrs in the department." 
Mr. Hamlln reiterated that Secre- 
,ry Knox had used a negro messeng- 
r from his department as a valet on 
Is recent Central American trip and 
hat a picture, of Former Secretary 
av. now justice of the supreme court 
ad been paid for by a mlsapproprla- 
>n. 
An attempt to pass the steel tariff 


cvision bill over the President's veto 
ed by Senator 
Simmons of 
North 


arollna. was 
lost 29 to 32. 
The 


ouse had passed it over Mr. Taft's 
l&approval. 
Minority Leader 
Mann today re- 


ewed his fight on sending the post- 
Bice appropriation bill to conference 
Ir. Mann Is insistent that a vote be 
akap on the 
Senate parcels 
pdst 


mendment before 
the measure is 


tven to the conferees on the ground 
iat such an expression would be Im- 
osslble after the conference report. 


+ * * + * + + * + + * + * * * 
WEATHER FORECAST 
* 


+ 
* 
Tonight and- Saturday, gen- 
* 


erally fair. 
* 


# » 4 # * * + * + + + + * + + 


15-Y ear-Old 
Girl Can't Live 
On $2400 Year 


Cleveland, Ohio, Aug 
1C.—"Tbls 


high cost of 
living proposition 
Is 


very perplexing," sighed Miss Mild- 
red Sackett, aged fifteen, who Is com- 
pelled to worry along »n 12400 a year. 
Miss Mildred has been drawing this 
allowance from her late father's, es- 
tate since she was eleven years old. 
but It's a far cry fiom 
eleven to 


fifteen, when you're a girl, and your 
eyes are lust beginning to respond to 
the lure of shop windows and you 
begin to long for wonderful headgear 


WATERMELONS 
THREE FEET LONG 


FINE 
SPECIMEN 
OF 
GEORGIA 


WALKING CANE VARIETY 
GROWN NEAR THIS CITY. 


# * + + * » + + * * * * + + * 


and silk Block- 
Hut what's the 


Waxahachle Strike Settled. 


By Automated Press. 
• 
Waxahachle. Texas, Aug. 16.—The 


Iffcrences of one hundred strikers at 
he «otton mills have been adjusted 
according to a statement 
from the 


lompany today and 
the operaUres 


lave returned to work. 


use of drawing up a bill of particu- 
lars? 


Miss Mildred determined that she 


could not worry Along on her J2400 
a year, so her guard!.in 
has asked 


Probate Judge Harden to grant an 
Increase. 
The anujtjut of this will 


not be known until 
Judge Hadden 


announces his decision. 


When Miss Mildred's father died 


In 1897 the estate was worth about 
$100.000. 


WILL BE SOLD BY CORP 


Local Firm Contracts For Load, None 


of Which Are To Be Shorter 


Than Three Feet. 


Walking Tane 
Oeorsla Watermel- 


ns, which combine alt the superior 
ualltles of all other varieties of ws- 
ermelons are now being marketed 


Wichita Fulls. The term "walklnfi 


ane" will apply to the length alright 
ut the application stops there for 
lie melons weigh 
more than fifty 


xmnda. 


Sherrod's Grocery placed one of the 
peclmens on Ice for the Heds and 
lues who are soliciting memberships 
or 
the 
Young Men's 
Progressive 


jue. This was one of the small 


nes, Mr. Toney says, being only 3D 
nohes In length and weighing only 


pounds. 
Mr. Toney says he has 


contracted with the man who raises 


lera to furnish him n wagon load of 
ull slued ones next week, none of 
hlch are to be less than three feet 
n length and to weigh no\ less than 
fty pounds apiece. They are grown 
y a truck fanner at the edge of the 
Ity, who sells them by the cord. 


'TAMA JIM" CELEBRATES 


HIS 77TH BIRTHDAY 


Secretary of Agriculture Has Record 


For Long Service In Presidential 


Cabinet. 


By A8«iwl«teAV'>r«>* 
WashingtpnV 
D. 
C., Aug. 16.— 


Tama Jim" Wilson, secretary of ag- 
riculture and the oldest member In 
he President's cabinet today enjoy- 
ed his 77th birthday. Secretary Wil- 
son said he was looking forward to 
quitting public 
life on March 
5th 


next so he might go home among his 
grand-children,- don his overalls and 
move around among the common peo- 
ile. He has exceeded by four years 
ihe record for long service In the 
cabinet and under 
bis regime the 


scope of the 
department has been 


widely extended. 


WILL REMIT WILSON 


DONATIONS MONDAY 


CRAZED FROM SMOKING; 


WOMAN BURNS HERSELF. 


By A»»nrla!od Pros* 
Tampa. Fla.. Aug. 16.—Crazed by 


excessive and constant smoking Vic- 
toria Renze. a Cuban woman, poured 
a gallon of gasolene over her cloth- 
Ing and lighted a matrh. 
She was 


burned to a crisp. 


and If'ougbt to be very significant 
10 you that a Democratic. House of 
Representatives has just passed the 
Steel tariff reduction bill over the 
President's veto, a thing, which. I am 
Informed. Is 
unprecedented In the 


history of the country that a House 
should hav passed two tariff meas 
ures over the veto of the President. 


"Tariff measures are not measures 


for the merchant 
merely and 
the 


manufacturer. 
The farmer pays jnnt 


aa big a proportion of the tariff du- 
ties ns anybody else. Indeed, some- 
times when we are challenged to say 
who the consumer Is. as contrasted 
with the producer, so far as the tariff 
Is concerned. I am tempted to answer 
'The farmer.' 
because he does not 


produce nny of the things that 
get 


any material benefit from the tartfi 
and hn consumes all the things which 
are taxed under the tariff system.' 


Fifty-One Dollars Had Been Subscrib- 


ed Frifay Morning—Dollar Con- 


tributions Invited, 


At least fifty dollars, and probably 


much more, will be added to the Na- 
tional Democratic campaign funfj as 
a donation from the 
Democrats of 


Wichita Falls. 
W. J. Bullock who 


has been at work for a day or two 
raising funds for this purpose, had 
a total of $51 this morning, most of 
t being secured In dollar subscrip- 
Ions. 
. 


Mr. Bullock will remit bis collec- 


Jons Monday and he hopes to have a 
considerably larger amount to send 
t by that time 
The National and 


State committees have sent out ap- 
peals for funds to employ speakers 
and distribute literature In doubtful 
states and as the Democratic party 
docs not accept corporation contri- 
butions. Its principal source of reve- 
nue must be the small donations of 
the voters. 


OfiOZCO STIPULATES 


HIS TERMS OF PEACE 


Will Not Insist Upon Madero's Retire- 


ment, But Certain Reformation*-1 


Must Be Made. 


Dallas, Texae, Aug. 16.—That Gen. 


Pascual Orozco, leader of the revolu- 
tionary forces In Mexico, Js willing 
to cease hostilities and retire as a 
revolutionists against 
the 
Madero. 


Government Is the, declaration of Dr. 
Henry Allen Tupper of Brooklyn. N. 
Y., representative of the Internation- 
al peace Forum, who passed through 
Dallas last night 
on bis way home 


from Juarez, Mexico, 
where he had 


several Interviews with Orozco. 


"Statements have been made here- 


tofore that Orozco would never con- 
sent to peace until Madero retired as 
President," Dr. Tupper-sald. "In his 
interviews with me Orozco said he Is 
Very anxious for peace and will not 
insist upoa M«dero's retirement 
H. 


said be will not make that an ultima- 
tum but will Insist on certain reform- 
ations, such as the discontinuance of 
neptolsm on the part of Madej»." 


Dr. Tupper exhibited 
a personal 


.letter signed by Orozco In which the 
latter said lie was "vehemently an 
xlous for peace." 
He also exhibited 


but not for persual. a 2.000-word state 
ment, with duplicate copies In Span 
Ish and English, which he said set 
out the conditions upon which Orozco 
will agree to cease his revolution. Dr 
Tupper said the contents of this state- 
ment may be given out for publlca 
tlon when he resches the North. 


"In this statement 
Orozco makes 


concessions which he has never be- 
fore made and I believe they may be 
the basis for peace," Dr. Tupper said 
"This movement was entirely on my 
Intltlatlve and I wish It emphasized 
that President Taft, who Is the hon 
orary president of the 
Internationa 


Peace Forum, has not been consultei 
on the matter and will not be untl 
next week, when I expect to be In 
Washington." 


Dr. .Tupper was the guest of Dr. F 


S. Davis while In Dallas. 


THLETIC CONTEST 


AT GALVE8TON. 


Sy Anoclntcd Prraa. 


Galveston. Texas, Aug. 16.—Thirty- 
ve young athletes from South Texas 
olnts will compete In fifteen track 
nd field events this afternoon In the 
nnual cotton carnival athletic meet 
nder the auspices of the A. A. TJ. 
Vlany of the best atheltes have enter- 
d and It Is likely that some new re- 
ords will be made. 
W. W. Peters 


>f Galveston Is director of the games 
md A. K. Jones of Galveston starter 
and referee. 


GENERAL OROZCO 


LEAVES JUAREZ 


LEAVES SMALL REBEL GUARD TO 


PRESERVE ORDER UNTIL 


ARRIVAL OF FEDERAL 


TROOPS. 


CUSTOM 
HOUSE LOOTED 


First Act of Guards Was One of Pil- 


lage — Citizens Committee Is 


Organized. 


TILLMAN MAY ANNEX 


SLICEJF COMANCHE 


Some Citizens'of 
Devol 
and Bryan 


Townships Would Rather Belong 


To Tlllman County. 


A committee of Frederick citizens 


will go In automobiles today to De- 
vol. to set In motion a plan for the 
annexation of Devol township and the 
south half of Bryan townships, In Co- 
manche county. These townships ad 
[oln Tlllman county on the southeast, 
and a majority of the residents of the 
territory which It Is proposed to an 
nexe are reported to be anxious to 
come Into Tlllman county, for the rea 
son that they have rail connection with 
Frederick, and have none with Law 
ton. 
A party from Grandfleld wll 


join the Frederick boosters, and the 
petitions to the governor to call the 
election will be circulated, with the 
assistance of some citizens of the town 
ships mentioned.—Frederick Leader. 


WILSON WILL BE 


EXPLICIT ENOUGH 


__ 


Dy Associated I'rc-sn. 


Seagirt. N J . AUK. 
16— "It 


bus always been found to be 
a very easy Job to m.ike me 
ex illicit," 
remarked Governor 


Woodrow Wilson today when 
hl« ai lent Ion was called to re- 
portH from Oyster 
Hay that 


I'ol. Roosevelt In his NMW Eng- 
land speeches 
would call on 


the Democratic noiulneo to be 
more specific In his Interpreta- 
tion of the 
Democratic plat- 


form. 


NUMBER 82 


SPECIAL JUDGE 


TO HEAR CASES 


JUSTICE GOFF WILL PRESIDE AT 


TRIALS OF MEN INDICTED IN 


IN ROSENTHAL CASE. 


l*reu. 
Juarez. Aug. 16 — General 
Orozro 


ivacuated 
Juarez today 
leaving a 


mall rebel guard to preserve order 
until the arrival 
of federal troops. 


The guards looted the custom house 


secured no money. 
The Ameri- 


can and German consuls organized a 


Itlzens' committee 
to protect the 


city. The United States border pat- 
rol stopped all traffic from the Am- 
erican .side. 


HE IS WELL 
QUALIFIED 


Was Counsel For Ludlow Committed 


and Presided In Kennedy, Patrick 


and Mollneaux Trials. 


Hr Aiioclafed Preu. 


New York. Aug. 
16—Interest In 


the Rosenthal conspiracy and Its po- 
lice graft case centered today In Gov- 
ernor Dlx'a appointment of Supreme 
Court Justice Gnff tu hear the canes 
In extraordinary session 
beginning 


September 3. Justice (jorT'H selection 
omes before all the indictments hnve 
been returned. Becker alone having 
been Indicted so far for murder. The 
district attorney regards the return 
of the other true bills as certain. 


They will be handed up early next 


week after Schepp'n testimony has 
boon heard. 
First to on placqd on 


trial are the gunmen, llocker's trial 
will probably be the last. 
Justice 


Cloff Is espt-clully well qualified for a 
sympathetic understanding of a csse 
involving police graft. 
He wa» coun- 


sel for the now famous Ludlow com- 
mittee which uncovered much crook- 
edness years ago and he has been as- 
sistant district attorney here. 


On the bench be presided In such 


well known cases 
as the Kennedy. 


Patrick, Mollneaux trials. 


GASOLINE SUPPLANTING 


HORSE ON THE FARM. 


That the Idea of making the gaso- 


line englno do the work Is catching 
on with 
some progressive Tlllman 


county farmers 
was 
utroncly evi- 


denced Monday when Carr * Prltch- 
ard sold three hlg plows, which are 
driven by gasoline power 
W 
E. 


Rontzahn, J. H. Mounts and 
J. A. 


Harcourt were the purchasers, and 
they are doing their plowing for fall 
wheat with their new machines. Tho 
gasoline engine plow marks another 
step forward In labor-saving, scienti- 
fic farming.—Frederick Leader. 


AXEMAN MAKES SECOND 


ATTEMPT ONJEGROFAMIL 
V 


Murderer 
Missed 
Aim In Darkness 


Striking Intended Victim's Arm, 


tUFoUlng Plan. 


By Annoolatwl Prc-sn 
San Antonlor Texas, Aug. 16.—The 


second attempt by axmen to murder 
James Dashlell. a negro, 
his wife. 


Lula Doshlcll and 
their four chil- 


dren within three months occ ired at 
4 o'clock this morning. 
The M reams 


of l.ula Dashlell when an axe welldcd 
In the darkness missed, crushing her 
head and struck her arm. probably 
saved the others. 
Aroused by his 


wife's cries, the husband fired at the 
would-be murderer who rushed out of 
the bouse and maue his escape. 


CLIFFORD BECOMES 


JOINT CITY TICKET AGENT 


Sueceeds C. A. Brings Who Was Com- 


pelled to Resign On Account of 


III Health. 


N. M. Clifford, formerly assistant 


agent has been made joint city tick- 
et agent here for the Fort Worth ft 
Denver. 
M. K. ft T., and 
Wichita 


Falls Route Railways. 
He succeeds 


' 
V. Brlggs. who has been compel!- 


le-t to give up the place on account 
ot III health. 


Mr. Clifford has been In railroad 


work here for four or five years, go- 
ng from a clerkship In the Denver 
Irelght office to the Denver City tick- 
>t office and later to the Joint office 
when the Union depot was built. He 
is well known to the traveling public 


NEW OWNERS EXPRESS 


DESIRE^CO-OPERATE 


W. B. Head, General Superintendent 


Water and Light Company At- 


tends Meeting of Council. 


A desire to co-operate with the city 


officials In every way was expressed 
at last night's council meeting by 
W. B Head, general superintendent 
of the Texas Water and Light Com- 
pany. 
MT. Head attended the meet- 


ing to get acquainted with the alder- 
men. 
Messrs. Rlcholt and Young were 


absent last night and several matters 
were postponed by the council until 
their return. 


Mr. Head wanted 
to assure the 


council that the corporation he repre- 
sented was different from the usual 
public 
service company. 
It had 


thirteen million dollars back of It. 
lie declared, being one of the strong- 
est concerns of its kind In the coun- 
try. 
He promised to co-operate with 


the council In every way possible. 


The city will probably make a con- 


tract with the light company before 
long for the current for the propos- 
ed new street lights and It Is said 
that a low rate will be given for the 
service, making It easy for the city 
to Install the Improved system. 
The 


city Is slso anxious 
for the water 


company to build 
mains to supply 


those now on private mains and It Is 
eared that 
the 
rather 
ban-hazard 


yetem of constructing private mains 
will result In confusion later on. 


The council put the awning ordin- 


ance and Jhe new fire limits ordln- 
ince on first reading last night, but 
oolc no further action. 


GIRL HIT BY BULLET 


INTENDED FOR ANOTHER. 


FIRST WOMAN ELECTROCUT- 


ED IN STATE OF VIRGINIA. 


By A"«ooint«l Prew 
Richmond. Va. 
Aug. 16.—Virginia 


Christian, a nesress the first woman 
to Be electrocuted In Vlrslnla was 
executed early today. She murdered 
her employer. Mrs. Ida Belote 
at 


I Hampton, in March. 


and Is very popular. 
For several 


months past he has been assistant 
city ticket agent for the Denver at 
Fort Worth. 
His brother there is 


manager for the North Texas Trac- 
tion Company. 


NEW BUILDING ARE 


GOING UP AT ELECTRA 


Wo nndnrstand that A. N. Richard 


son has let the contract for the build 
Ing of his brick on Cleveland avenue 
this, with the re-hulldlng of the two 
story Fisher building on the corner of 
Main and Cleveland and a new one- 
story brick to be built alongside the 
Fl«her building. This will make our 
city take on a permanent boom aspect 


The two latter buildings are being 


built by Mr. Jackson, purchaser o 
the Fisher property.—Electra News. 


Investigators Marking Time. 


Rr Annoolotcd Pr?M. 


New York, Aug. 16.—Investigator* 


of the Rosenthal conspiracy marked 
time today ponding the outcome of the 
search at Meuthon. Massachusetts for 
Lefty Louis and "Oyp the Blood" and . 
the arrival of Bam Schepps en route 
from Hot Springs. 


The public prosecutor does not want 


to start the trials until the wanted men 
are found unless he has to. 
Clues leading to the search In Massa- 
chusetts were gained ' from Bfldflo 
Webber accused In the conspiracy. He 
received a letter; the prosecutor dl»- 
covered It and determined It was writ- 
ten by the fugitives. There is a re- 
ward of J6000 for the arrest of the gun 
men. 


When Schepps arrives Monday he 


will be arraigned on a murder charge 
nnd put In the West Sldo prison "with 
Rose Vallon and Webber. Assistant 
District Attorney Rubin who Is bring- 
ing Bchepp home has sent word that 
Sohepps will be a witness for the State. 


FTMbln Reaches Indianapolis W)th 


Schepps. 


Indianapolis, Ind.. Aug. 16.—Assist- 


ant District Attorney Rubin and party 
taking Sam Schepps to New York aa 
a material witness In the Rosenthal 
case passed through this city early 
today. Tt was said they would stop In 
New York state before going Into New 
York city, but Mr. Rubin declined to 
say where. 


Schepps was asleep In bis berth, 


watched by detectives during the time 
the train stopped In this city. Mr. Ru- 
bin said tb» route Into -New York city 
was lobe kept secret to avoid If pos- 
sible any Interference from "outside 
interests." Neither he nor Schepps be 
said would make further statements aa 
to Schepps' part in the trial. 


BT AnnnctaKxl Pr»««. 
'Waco. Texas. Aug. 16—Sam Neely. 


a billiard room owner, while shooting 
at A. D. Epperson, a baker at Mc- 
Gregor, last night shot Ollle Gardner, 
a 13-year-old girl 
and she may die 


!he was taken to the Temple Hospi- 
tal. 
Epperson was shot four times 


>ut not seriously hurt. He Is unmar- 
ried but Neely has 
a large family. 


His wife applied for a divorce last 
week. 
Neely charges that Epperson 


broke up his family. 
He surrender- 


ed. 


ASKS INJUNCTION TO 


PREVENT A RECOUNT 


By AixnHfltfMl PfM9. 


Beaumont. Texas, 
Aug. 1C.—Jake 


Giles, nominee for sheriff of Jeffer- 
son county filed a petition today ask- 
ing an Injunction 
to restrain 
the 


Democratic executive committee from 
recounting the ballot of the primary 
held July 27, alleging that the ballot 
boxed havo 
been 
tampered 
with. 


Giles, the Incumbent, was nominated 
by 126 majority over 
Ras Landry. 


who promptly filed contest proceed- 
ings which the petition seeks to en- 
join. 


UNABLE TO SECURE AMMUNI- 


TION REBELS LEAVE BORDER 


Bv 
Pn>«a.. 
Columbus. N. M.. Aug. 1C— The sev- 


eral hundred rebels who encamped 
opposite here expecting 
to secure 


50.000 rounds of ammunition on Am- 
erican soil, left here for the Interior 
today. American soldiers prevented 
them from getting 
the ammunition 


two days ago In a fight In which one 
Mexican and one 
American soldier 


were wounded. 


SIDNA EDWARDS TRIAL 


SET FOR AUGUST 


r 
B« 
. 
Wythevllle. W. Va. Aug 16 —The 


trial of Sldna Edwards one of the 
alleged Hlllsvllle court house assas- 
sins was set yesterday 
for August 


19. 


NEWSPAPER! 


Souls Are Now Extinct. 


From Life. 


Souls are now practically extinct. 


One occasionally hoars of them at re- 
vival meetings and the like, but they 
have entirely disappeared from cltlni. 
summer resorts, shopping districts, fi- 
nancial centers and other places where 
humans are »ont to gather habitually. 
The oldest living resident at Newport 
probably has never seen a soul on the 
premises. 
Souls first began to show 


RTiB of senile decrepitude and rigor 


mortis when their locus wa« transferr- 


>d from the solar plexus to the pocket- 
booX 


As one never looks Into a pocket- 


hook for anything but money, souls 
have bfK-ome dull from neglect, blind 
from the absence of light and crabbed 
from the lack of human companion- 
ship. 
If the next world depends for 


prosperity upon continued 
Immigra- 


tion of souls. It Is In for a pretty big 
panic. 
.. , 


lEWSPAPERf 
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Extraordinary Offer! 


Thursday, Friday and 


Saturday only. 


AnyStrawHat 


i'l 
t 
V 


In the house, choice at 


The Globe 


Clothiers and 
Furnishers.... 


703 Ohio Avenue 


Breakfast Monotony 


-the same old chc,|,» or Im.on and • .^ '""I "Uinii to. breakfast mav I,,-^ 
avoided 


H'cu u chani,r iij this Heal bn-.il f.cM 


LONG SLEEVES NOW 


THE MOST FASHIONABLE 


Coatees and Top Coats Becoming a 


Subject of Absorplng Interest. 


New 
Ycult 
/Vug 
I G — I f there ib 


any one tiling 
more eluin 
uuotliei 


which give sole and distinction tu a 
gown It is the snapo and set ol the 
HlecnpR 
All othi'iwlBc chJiniinK and 


bosoming dret-s can be tmido hope- 
le»sl> unfit 1A a defective uJuleKfatand 
ing of this important adjunct 
c lost- 


8tud> of Ibe tendencies of nt\les in 
that direction IB ui'cessaiy H .1 «o 
mau would achieve KnoO c-oslunnuK 
At the present time we need ouh a 
brief study of the f.itliion models lo 
learn that tlie up-todaln sleeve is the 
long sleeve. 
All the .best .French 


dressmakers' arr> Isrfulnc fllenl, and 
their customers^ are acc-eptiun them 
without a c]iialiu of ccuihrience 
With 


all due allow.mce for n more unequal 
climate, and a national lemperaiucn't 
which clings to freedom at)d a nlpnB 
ure of InileDendfnc e in matterti of 
dross, American women aie yielding 
a partial 
assent 10 the order 
and 


adopting the long 
slecne w h e r e u 


will not interfere too irtich w i t h i ahc- 
and comfort 
In tliN the\ are wise, 


for the Ions sleeve H trot now the 
straight and stiff creation w i i h uu 
varying lines we need to know 
It 


has 
achlerccjf 
jmllvidua!!l\ 
and 
IH 


many limes the Itevnole of the whole 
dress 
Almost itudriabh 
it Is set 


into a dropped urmhole. fiomeilnies so 
deep as cle»rU to bctt.n it> oiictn 
In the kimono sleeve ol recent \opue 


This Illiisirallon ahons une of the 


most conservative <il the long sleeie- 
now woin 
The ihoulilei line extends 


well oier the to|> ot the arm. 
Ihim 


Kainlnc; an 
ornnniental team 
at us 


joining with ihe sleuvc 
Tlie Lite 


coatee or coat n.llsl Is cine of iJli' 
tiest 
bt\lc> 
[eatiues 
of the 
SCMSOH 


and the skirt 
w i t h Inverted 
bide 


pleats Is nlsn entirely u n t o date 


Much 
variation is possible 
in the 


long sleeves .is was said before and 
In elaborate Kownt thej may he nmdc 
as ornaments 
us one w tabes by 


means of puffs 
pleats and sliiirlnt;s 


of all kinds 
A popular cleeio has 


the dropped shoulder into w h i c h the 
inp of the sleeve N ci'thered so>n* to 
torn a distinct puff at the elhnw 
A 


row of nalhen. ,c' ill. t'oitom o' ihi- 
pun" draws 
i' into n sort 
of miiB 


quetalre K.nmtlet cnIT al the wrist In 
rhnrmeiisi- 
i rcpe 
nr c hiffnu 
cloll 


this n'aKes a drc-ss\ sleeve 
Then 


there arc- ihe Icinn slc>e\es w i l h the 
puff dropped to ihe «iisl «lier.' H is 
gathered Inici a b.nnl in Hue bnhoi 
fashion. 
The usunl lace f u l l finishes, 


ihe bishop sleeve cif course' 
The frill 


Is an ineiuatlc arcoiniiaJiiinrni nl all 
full dress 
sleeves 
and 
no better 


frame for a i n e t l v hand nr blcs 
concealment for an 
UR!' 
one ronlcl 


have been clev isecl 


With Ihe 
dr'npiiid 
nr uhole 
the 


waistline has nf uecessliv hei'ii allcM 
eel ill order to presi-nc the propor 


ion of the upper part of the dr,e86., 
instead o,f the exaggerated line 'wo 
or two and a halt inches above the 
iqrm.ll the best 
dresses are now 


nude a scant inch above the tegular 
belt. 
With the modern straight cor- 


nel the present line is prac tietUlv nrr 
mal. and there '» no den>lng the fact 
hat women have of late made great 
advance towards true beaut) of fig 
ire because of It. 
Already the old 


niiidels w i t h contracted 
waist and 


.King hips unc) bust look unnatural 


\\'ho knowi bin that the present Irencl 
of fashion ma> In time lead us back 
to Hie.' wholesome and natural human 
outline embodied 
in 
the 
ancient 


::reek Ideals' 


But *>o long as improvement Is man* 


ifi-steii we are thankful and give, due 
prulne lo the present stvle of dresi 
The lace coatee1 we were discussing 
before the digression.la one of the far. 
nents made only;jchic by the hew 
silhoupHe an£. it & consequently ap- 
rarertf In 
1 soiite form In many models. 


The coat gown, 
as If Is railed.t 1» 


Bteaclilj stowing In lavor. for mosf 
A'omen, consciously or unconsciously. 
feel inappropriately dressed for tbe 
street vvi{boi{t-"R coal The*.feeling) no* 
doubt, lejcllto"" the acceptance of the 
leplum, The peplitm. at first an ad 
tinct ctf the skirt, wart soon frauklv 
attnrhed to the waist and behold the 
'volution of the coatee! 
Imllvidoalt- 


\ then produced ntew renderings of 
he coatee nncl now tttev are as \n 
Ions .is Uie dreas Itself. 
A Jaiintv 


one Just odt is pnrt of a white serge 
Iress. (he edges of tbe coatee and 
he boltom of the sfclrt tielng cut In 
wallops and bound with black satin. 
The coatee, be It understood, la the 
waist of ihe dress, no other blouse 
being needed unclei It. For this i a- 
-on it is an ideal summer suit and 
las an advantage over even the lin 
•u c-oat suit with Its two thicknesses 
ot e oat and waist 
But aside 
from 


Ihe comfort of It. it 1s n smart fash 
Icni 
cMieVlullv as realized In coal." 


and skirts of different colors 


Sherlock a Second Rater. 


A good many man have- asked Wai 


ter Brennon. the Burns detective op 
•rative who. planned the trap Into 
vhlcli nine aldermen am said to have 
fallen, to j;lve them work as cletec 
Ives; but the limit of audaciousness 
n thai regard was reached by a man 
who said his name was Uilllam Dem 
ing 


'I bin man walked up to Detei-tlve 


Biennon .end sard he wanted to go 
!o work as a detective 
Brennon ask 


"d him what Ins nuallllcalions for the 
w ork, vv ere 


I' am 
a natural 
detective 
and 


would soon tlnnw \oii In the 
shade 


if I got a chance 
1 know I am a 


belter inftn than >ou because mv head 
bfiH a better shape ' was the candid 
answer of ibis applicant 
"I have 


made a smdv of ski|lls ever since I 
first 
thought of detective work and 


mine indicate* the highest degree of 
reasoning power, a qualitv lndis)>en 
sable in a detective 
You have a nice 


skull 
I should lijve tu examine It 


innre dosclv as toon as you die. but 
mine is bettor" 
_ 


Oltlam men* 9»T 
*9». *hon» ••• 


Wichita Falls foundry & Machine Co. 


Wichita Falls, Texas 


—General Founders and Machinists— 


Carrv 111 stork a full lino of 1'ipr, 1'lpe Fittinjra, 


Valves, SlmftiriR. Sli.ift Couplings. Journal Hoxes, Pul- 
leys, Biibbit Metal, Clicking, lite. 


Complete stock of (irate Mtirs. Ventilators, Window 


Weights, C;i»t Iron U'.-isliers, RU-. 


Blacksmith Work and PipeCnttinc and Threading. 


.soul" I I ' •-'' 'I "" 


Saucer of Grape Null uncl cream 


V hull be.Heel enit 


Senile' nli"'' 
( rlsp luust 


A c u p ej| Ponum 


uii«n follows Hi.- tod much m. .it .null) in'i' I"-™"'-1'-1 


Tlu man who l,-i» w u , k u, .10 
"..I i" bf . > v e i loaded w i t h .he k.n.l 


>*'<>- 7j •"«••"" ".".r.-r 
i:",;:;;B"^arr: 
Kr 
>u,r:rr 
u nine ttnd leuveB liiuj v v l i h u 
fiem* 
- ..us 
ju«" 


«|IHI lie need,, Ill* besi im-iiul mid |.ln vital power- 


c;rune Nuts fuud affords a real 
>• reiiKth i.f mind and bo.lv mill Mule <•' 


for, ™r .«!,. ..mei In Kem,,B i, < 
ml 1" ib- -v.ten. In.o eiier** and 


slaving power— Hit- power lo n< t a. d in endure. 


^There's a Reason" for 
Grape-Nuts 


I'OSTl'M CEREAL CO. J.TD. BATTLE CREEK. MICH. 


HECK THOMAS, FAMOUS 


OFFICER, IS DEAD 


Man Who Helped Break Up Sam Base 


Gang of Outlaw* Wles Peacefully 


At Lawton. 


1-awton. Okla., 
Aug. U, —Heck 


I'hoinat. foi six jears chief of police 
ol l,a»ion. and most widely kuown 
>eaie ottl^er in the whole so)ithttest 
oiintry, died ut his home hero Tliure 
lay. 
the vic'tim ' of an extendeJ at 


ark ot Bright s disease 
and hcaii 


rouble 
Tlnrt) six 
bom* 
before 


leath he became 
unconscious 
and 


never recoveied. 
Born In Athens. 


la.. Jan. 6. 1*00. he. was early pluug' 


«d Info ttoe ecltemenl of c-ltll strife 
WMcn at Ibe age of 12. tie went wltli 
its uticlc; George E. Thomas, as clour- 
er fnf trle-'-<TBoma8 brigade ftf the 
Stonewult lackson division. Confeder- 
ate army. He was In the second bat- 
le of ManasSas Junction, at the van- 
ure of Haf/ief's Ferry and the bat- 
Ue qt Frjederlcksburg. Besides nnm- 
ETOUS smaller 
engagements of the 


civil war. 
Ills Itrst aftainmeot,of 


real fnme as a handler of oinJaws. 
at nhlch be worked almost cobsttyl^ 
y for thirty >ears. occurrecl al 'life 
age of 25, whan as a messenger for 
t)» Teas Express Company between 
lalveston and Uenlson, he outwitted 
lie Bam. Bass gang of outlaws and 
saved $24,000 of the company's man- 
iy b) hldlrig in a stove. 
Uter he 


was Instrumental In breaking up (hat 
notorious band of T«xas 
despera- 


does. In 188? be was a randidate for 
thief of police of Fort Worth, and 
acked but twenty-two votes of win- 
ning when, with forty-one of his own 
voters lined up at the bootbs. a fight 
caused the poll! to be closed earl 
As a deputy United Stales marshal 
n the old Indian Territory he 
was 


rated as one of the best man hii lit- 
ers who ever Invaded that resort foi 
'ugltlves and criminals 


SOME GOOD WHEAT 


YIELDS ARE REPORTED. 


REDS LEADING IN 


MEMBERSHIP CAMPAIGN 


Contestant* Expect to Poss 300 Mark 


For Membership Young Men's 


Progressive League* 


The 
membership 
of the Young 


Men's Progressive League has been 
iroiight up well past the Bio-mark as 
i result of the contest between the 
Red's" and the 'Blue's" which has 
'ieen in progress tor the past day or 
iwo. 
The store this morning stood 


Reels. "U Blurs. 62 
- Total new 


members, 133 


These members, 
added to 
more 


than one hundred who bad' alreaelv 
been enrolled. give the ne,w organiz 
ation a strong and active list -The 
contest will end tonight and It is ho| 
ed to pass the 300-mark before the 
lists tire cloned 


A. U Hliei Is lending the Blue fac 


tlon. while'the Reds are beaded by 
Bert 'Bean. 
Both sides have been 


hard al vfbrk and the "turn-downs' 
have neen,>sfy few, nenrlv everyone 
yOun^^TOfltft to be a member gl.id 
ly enrolling*. 
.. Ekjcretaryi Gaston ol the League IB 
li'woik oti'the details of the profo* 
ed trip up the Northwestern and ex 
fleets to bo able to make some ele 
flnit« announcement regarding it to 
morrow. 


Iowa Park Herald. 


Some very good reports from wheat 


iro sUII coming in. Jay Alherdlnt. 
who lives a mile and a half east of 
OWH. made off of (hirtv, acres which 
le liBtod five inches deep. 24 bushel" 
o the acre, and the balance of the1 


leld 120 acres, which was not listed 
iveraged 17 bushels. 
Now, we asfc 


his question, did It pay Mr Alberdlnjt 
ro list tHJs Innd deep" and will answcf 
( by saving It sure did 
He says he 


nil) list all of his farm land, that he 


III sow in wheat not less than five 


Inches hereafter. 
. C Denny, who owns a pood farm 


across Wichita Iliver. says off of that 
beautiful piece of forty-two acres he 
had in wheat near the road, he made 
<50 bushels, while the other nighty- 
three acres averaged 15 bushels. Ho 
tayft he raised some of the largest 
watermelons this vear he ever saw. 
inel that he took R wagon load to Ho!- 
llilB} and received a good price tor 
them 
He tins our thanks for a fine 


one. 


\V I. Hodges another good farmer 


who lives on the south side of Wichita 
River was In our office Monday after- 
noon and had his Herald marked up 
another) ear 
Mr Hodges reports thtrt 


he made considerable wheat this year, 
off of 165 acres he gtrt 2436 bnshels 
He reports Ins maiia and other feed 
stuff to be In excellent shape ajid SBJB 
he nil! make lois of it this vcar Corn 
in his noction. he says will make a 
good > if Id. bin nothlnn like It would If 
our rains had come earlier 
He ex 


pettfi to sow the same tjumber of rtcres 
in wheat again this fall 


John Dates who farms the r 
Rurk 


fwm In the Clara neighborhood aver 
aged 1." bushels to the acre from his 
wheat and this wheat was said to be 
nnmbered among the best In trial part 
of the country. 


NOW 19 THE TIME! 


TO SELECT COTTON SEED 


Tbe average farmer pl< Us his co1 


ton as It opens, gins u 
^ells 1ml 


and feced. and ttrcn about the lafit o! 
the 
seusrn 
hauls 
seed 
enougl: 


for next year's planting. In thi-, wav 
act a rule, he saves the latest an 
poorest seed. 


If. when the cotton beKlnt to open 


the farmcis. with as much intolligen 
hel|i as the size of the crop will »nr 
rant, would go through the lield ani 
select the early big bolls that 
are 


grown on short-pointed, vigorous wel 
formed stalks, until he has saved 
enough to furnish seed for next >ear's 
planting, and would have this see 
ginned tq itself, and carefully store 
It win-re'it will riot, heat, it la eal> 
Kf say that thfe next season's croi 
would ripen ten or flftcCT duxs ear 
Her than tne average of this year' 
crop, and that the yield would be 
practically doubled. 


It would be lust as reasonable t 


Bhnke down the apples promisrousl> 
from a tree and tafce them to the 
fair, honing to win a premium in com 
petition w i t h a man who had selected 
only the 
< holcest specimens, or 


turn all of your stock loose to hreec 
Indiscriminately 
Instead of 
forcing 


the survival of the fittest b\ the mos 
rigid seleuion. and expect to Improv 
your stork aa it Is to nlant seed o 
an) kind without selecting with tht 
greatest care the most vigorous am 
the best and hope for good results 


It Is talr-to say that ten per cen 


of tile (ition seed selected as abo%' 
suggested. Is Infinitely superior to tin 
average of the other ninety per cent 
therefore 
li you plant onh the a%er 


age of tlie whole you Invite detprfor 
ation at nine ro one. 


Every rotton grower .from the m»i 


who raises one hate to the man whi 
raises one hundred, can sreaily in 
crease his ileld and his profit l» thi 
simple ami Inexpensive method 


This is something that >ou can d 


In your own field; try It 


HK.VRY RHXAI,!.. President Texa 


Industrial Congress 


A cheerful spender never outllvu 


tin popularity- If hit money holds 


ONE TIME PREMIER 


JOCKEY NOW DESTITUTE 


• N'ev York. Atig !."•- Ranked whe 
a boy as the premier Jockcv of th 
Amerlran iiirf. with parntne» of $^0 
00ft a'vcar Orovor Cleveland Kulier 
who Is still only 2Ii years old. llmpe 
before .Indue Craln 
In general sen 


slons toilay penniless and friendles< 
to plead to an Indictment cbargln 
I! t ' i • 
t: li 


Gigantic Sale! 


—OF- 


Men's Shirts 


Fifty-t\vo dozen Men's Negilee Shirts 


just received from our buyer now in the east, 
with instructions to sell the entire fifty-two 
dozen this week at 43c mop's negilee shirts, 
without collars, cuffs attached, sizes 14, 14}£,' 
15,15%, 16,16& 17, 17%. 


Half dozen or more patterns to select 


from, positively the best values we have< ever 
offered the men of this city for a 16rig time. 


All on sale this week at each 
43c 


See big display in our large center show window. 


All men's dress Straw Hats this week/ half-price, 


very good line of sizes to select from, all on sale this week 
at one-half regular price. See display in show window. 


Pennington's 


The Big Busy Store 


Public Dance 


Lake Wichita Pavillion 


fvfry Monday, Wednttdmy »na 


Prld»y night, fits to 
lists it. in. 


mutle ay K»tx Orenourm 


Admltslon aoe~L*dlft 
'frto 


Hall Produce Co. 


ffK e/t/d Alrvnuo 


Pay the highest cash price for 
Poultry and Eggs 


We buy all poultry and eggs 
brought to us. 


F. HALL, Proprietor 


RAILROAD TIME TABLE 


Wlchlu Fall* Route. 


Northbound— 


No. 4 Lv Wichita Palls . .. 4 • on a m. 
•To.4 Ar Woodward 
3 . n n p m 


Mo. 2 I,v Wichita Palls . .. 2 - 4 0 p m 
No 2 Ar Elk City 
8 55 p m 


Southbound— 


No. 1 Lv Elk City 
fi 


Kol Ar Wichita Palls . ..IS 
No. 3 Lv Woodward 
12 


No. 3 Ar. Wichita Falls .. ..11 


16am 
n5 p tn 
2 n p m . 
40 p m. 


Altus Wellington Branch 


No. 6LvAltus 
n 10 am 


No « Ar Welltngtor 
11 • 59 a m 


No. B L.V Wellington 
12-35 pm 


No. B Ar Altus 
3-25 p.m. 


Wichita Falls and Newcastle 


No. !1 Lv Wichita Falls .. . 2 3n p m. 
Nor. II Ar Newcastle 
fi-nu 
p.m. 


No. 12 Lv Newcastle 
8 15am. 


No 12 Ar Wichita Falls 
11 50a.m. 


Fort Worth and Denver 


Northbound— 
Arrive 
I^enve 


No. 1 
1 40 p m. 1 so p m. 


No. 3 
12 snpm. 1'J 40p.m. 


No. 7 
2-30a.m. 2 4f. a m. 


Rlectra local departs 
7 00a.m. 


Southbound 
Arrive 
fjeavn 


No. 2 .. 
l:50pm. 1 55pm 


No. S 
2 45a.m. 2 55am. 


No. 4 
i2 01 p.m. 12 30 p m 


Local from Electra Arrives 
G 00 p.m, 


Missouri Kansa* d Texai 


Eastbound— 


No. 272 Lv Wichita Falls ... 6 2n a m. 
No. 18 Lv Wichita Falls ... 1 30p.m. 


Westbound— 


No 271 Ar Wlrhltn Polls . 11-nn pm 


. i; u v.. MI.i l .i 
1. 
i ' 
' >.'. 


Beecli-Nut 
Peanut Butter 


This 18 the Beech-Xujt age 
when children grow strong on 
the peanut butter 'they Ilkp. 
so well 
Beech-Nut peanuf 


butter comes only In RlaKs 
jars.airless sealed, try a Jar 
today, you will be more than 
pleased. 


This is just one of the 


/ m:ui) 
excellent 
articles of 


food to be found at 


King's Grocery 


717 Seventh St. 


Phone.........261 


BUT YOU WILL GET THERE. 


If you buy your feed ond coal from us. 
Nutrlllne Is the best and only reliable 
cow feed on the market, try a sack 
and be convinced. 


Plenty of good mixed chicken feed 
Iso Ktralgbt wheat. 


Get a can dr Cowease and a spray 


that will sure keep the files off of 
your Block. 


All klhds of poultry remedies, tbe 


best that's made. 
i 


I 
I 
——. 


MARICLE COAL CO. 


THE WORLD MOVES 


BO does Sam P. Sprolea' coD«truc- 
tlon works move buildings either 
frame, brick or atone. 
Also 


•boring work. We bare an 
equlpmentH for handling and la* 
stalling heavy machlenry, «Al 
hoisting. No building too small 
or too large, no place too tu. 
Houses bought and sold. 
SAM P. SPROLES 


CONSTRUCTION CO. 


Phone 930 
P. O Box 31 


Wichita Falls, T«ai, 


A »i'mp'a house gown 
lootta netzl if wtjTnutitk a 
Spirclla Corset 


Fitvd t& yrtir !nd:vidual 


meaiurc* brings out beauty 
lme«; •ul>-,J.ue« irreguiari- 
ties, i-rt rn« »Krw you hov/ 
tu wcnr it. a!cn the Spirmtta 


Boning— iiia 'why" of l'ie 
ble, •nape.rertain .ig 5* 
Corset. 


iMMRtHnrcielDBl'-'v 
•• - ' "-t "»rJ or ADM •»»». 


Mrs. Nannie Jmtap. Pbotie 484. 


CEMENT WORK 


I. H. Roberts 


General Contractor 


Wtfti, Cnrbloi, Kept, CcmMt 
Work, Flocnt Ftnmtatlou, 
•tr«* Croolno 


Telephone 604 


Oreat economy of power Is claimed 


for a system of eanal toaweg that Is 
bring experimented with In Germany 
In w'hlch the tow boat is supplied with 
electncltv through trolley wheels that 
run on a submerged rail 
* 


r.hee. which Is used an butter Ir? In- 


dia and which has been known to keep 
for rnnturies without getting rancid. Is 
made by boiling holler until all the 
water> particles and curds have been 
removed by repeated sklrcmlng. 


It's up to many reformers to re- 


Rfl'i Int'tirq M-e font1 |t'elr tl'cor'es 


JA3fl i 


--.in 
^nti1i» 
(n 
r'S 
.•' <vfwiT 
unhto HtM. 
«nn;H ai'tU H'litu Io)cr* ' boifrr.w /•? i* \ 1 -il» i "'a'tl bi 


IN E>V SPA PERI 
NEWSPAPER! 


Lumber! Lumber! Lumber! 


All kinds ot lumber and plenty of it. We cau fill any order and 
meet any price. Give us a. chance at jour bill. 


If you need a contractor or good carpenter, phone us. 
f 


IS, Mayfield Lumber Go, 


Phone 26 
U. P. WATTS, Manager 


A Cool Restful Pastime 
There Is one delightful way to enjoy yourself during the scorching 
summer days—read a good story and forget tho heat Get one of our 
many fine novels by the popular authors; seek some shady retreat, 
and make the long summer afternoons seem all too short. 
Tatest additions: 
"Maude Baxter." by Hotchkiss; "The Highway- 


man," by Rowlence; "White Pang," by Jack London; "A Certain 
Rich Man," by White, and "Clever Betsey." by Burnbam, together 
with various others. These books formerly 
4 


Sold for 91-9O, now 8Oo 


MARTIN'S BOOK STORE 


809 Eighth Street. 
Phone 98 


DIAMONDS! 


We have them In any kind or size you want, except Yellow, Brown 
Coffee Flat, with flaws. That's one kind you don't want, and one 
kind we do not carry. They are trash wherever found. 


If you are Interested In DIAMONDS I will gladly explain the 


merits and demerits of any stone In my stock, but I refuse to place 
a value on any one else's diamonds. I'll give you the reason tor 
this if you'll come to the store. 


We buy our diamonds direct from the cuHers, and can sell 


them to you for less. QUALITY CONSIDERED, and to responsible 
parties will give liberal terms. 


A. S. FONVILLE 


706 Ohio 
The Jeweler 
Phone 31 


your Bank Account 


Need not be large in order to re- 
ceive our careful attention. 


People not engaged in regular 


business will find a checking ac- 
count with us a convenience and 
a safeguard in financial matter*. 


The Accounts of ladies cordi- 


ally invited. 


First State Bank & 


Trust Company 


(Guaranty Fund B*nk) 
. 


ESTABLISHED 1884 


THE 


First National Bank 


of Wichita Falls, Toxa* 


i 
' 


United States Depository 


Capitol...$100,000.00 
Surplusf.$l07,500.00 


We issue draft* direct JD all the principal Cities 


of Europe. 
.• 


We want your account. 
We promise you every accommodation con- 


sistent with sound banking. 


WICHITA DAILY TIMB8, WICHITA FALLS. TCXA8. AUOU8T 16, 1912. 


New York Police System 


Exposures Awaken Confidence 


Automobile Accessories, Fire 
stone Tires, Vulcanlilng 


Tb« orOy exclusive Auto Supply Store In Wichita FolU~Phon«219 


AUTO 8U.»l»LY COMPANY 


(Hoy McCardle in New York World ) 


Babylon lias fallen, 
the 
pain of 


plasure Is uu ashen waste anil whure 
Folly flouted, sits Shame with chock 
abashed. 


Broadway is taking stock 
of 
Its 


faults. Us most nrlcMJus faults 1 lu. 
piper. 1'vnalt) tor Evils-Ways, is u»k 
Ing for his pu> 


It Is a da> uf reckoning for the reck 


lets 
And II Is lime to tell over the 


things we have done whicb we ought 
191 to hare done 


There is an end of "Easy Money" tor 


nany. 
In tbe twilight of the 
fulnn 


sods that were followed, tbe evil ways 
jf L»vil days are being confessed and 
Regret Is Imploring forgiveness at tbe 
feet of Mercy 


The "Easy Money" has be«n called 


n and an aroused public conscience 
asks lor an accounting to the utter 
nost penu). 


The Path That Ever Goes Down. 
The Way of Broadwe> is to blame 


It Is tbe way that leads to tbe mad- 
house, the morgue and the prison cell 
We had had what' was not ours and 
what vie have spent Is demanded of 
us. and the creditor. Public Conscience 
will not be denied. 


The gay life has reached a tnlwrubli 


end 
What ailed 
us? 
What waf 


wrong- The answer 
Is easy. Tbf 


Broad Way and the Narrow Path leaf 
to different destinations. Blinded b< 
desires and led on by tbe smug tatuitj 
ive have tripped and fallen Into tbo pit 


We have violated all the Ten Com 


mandments, and then. oh. fatal thing 
tbe Eleventh. 
We have been fount 


out! 


The Blind "Lookers Up." 


v The little garment worker of th< 
East Side wanted to be a "lady." Shi 
would feel the flattering grasp of sill 
aboufber, fine shoes and dainty heat} 
gear lead away from Work to th< 
T'aths of Pleasure. 


The bootblack would wear diamond? 


the waller would be served Instead or 
serving; the manicure girl would b< 
beautiful 
Our desires went niche 


.p; our moral tone went lower down 
'. This is the Way of Broadway, this 
is the 
New York Idea. "It doesn' 


matter how you get it, so you get It!' 


The police captain, with the pay o' 


a bookkeeper, had his town and coun. 
try house and his motor car. The pn 
lice inspector, with «8 a week, live- 
like a millionaire. The patrolman 
with less pay than a printer, must live 
in fine style. 


The moderate rich would have whs 


thp Immoderately wealthy possess- 
that was tho way of Broadway, th 
New York Idea. , 


In a Metropolitan Section contes 


for apti definitions of slang phrase! 
several years ago, au answer was ask 
ed to the qustlon "What is a 'Piker?'' 


An astute contestant swept all .be 


fore him when he made reply. "Th' 
New-Yorker Who, Lives on His In 
come." 


Baylon'i Bricks Go Crumbling. 
When rich women give costly din 


ners to their $6000 dogs we cannot: 
wonder ^hat the shopgirl accepts lui 
Dries she must pay for shamefully. 


If Wall Street gambles on Block 


why should not the Ghetto "take a fl> 
cr" at Btuss? 


1 twas "Ensy come and easy go' 


with unearned money 
The Uppln 


sj stem, that has grown to be beyon 
bearing, 'was responsible In part Tb' 
barber came up from the basemen 
shop in the big hotel with his pocket 
ful of tips. "The chaffcur closed hli 
day's work on his taxlcab with mor< • 
money of his own than It was gooi 
for him to have 
The waiter took o 


his apron and came out of tho emplo\ 
PC'S exit 
.His wages were beneatl 


contempt, but his gratuities were fa- 
beyond his service and 
his worth 


Here was easy money, legally, if no 
morally, 
rightfully 
gained. 
The- 


coutd hardly wait to walk to th egamb 
ling lieu to "run II up to a stake." 


Smilo if you will, but the many gam 


hlliiK houses thai were open In thi 
Tenderloin until the blood of Rosen 
thai sealed them for a time, wore sup 
ported, not as you. might think, or 
the money of millionaires, but on th< 
money of those In more or less—sinc< 
they accepted tips—servile employ 
ment. 


Pirates and Privateers of Graft. 
It Is an Iron Age. as James L. Fore1 


says, and everybody had to produce 
The gangster who was made tnurder 
ous with drink and rugs before he did 
his bloody work was ot use to the poll-1 


I ticlan. the politician was of use to the 
police The gambler was glad to split 
"fifty and fifty." 
The only trouble I 


was that the corrupt police official be- 
oajne entangled in the System. 
He 


had too many friends to take care of 


Then. too. matters were complicat- 


ed by the "privateers " The police of 
the precinct had to have their usual 
percentage 
the headquarters man 


must get hie. and casual civilians and 
tletaehed police officials went up and 
down the land spying upon those en- 
gaged In Illicit concerns upon whom 
they could prey These were the "pri- 
vlatews" 
A corrupt police official 


transferred to the quiet outskirts of 
the town knew where he could go and 
say nothing? Any day he might be 
back In the very precinct where the 
games were running, the Joints opon 


The smaller grafter paid somebody. 


Who paid somebody; the cocaine ped- 
dler had to share his ghastly earnings 
with somebody, who shared with some- 
body higher up. 


Higher ujtl That's the- word. Every- 


body after the easy money wanted to 


I higher up, but they wanted to go to 


way, the Xi w York Idea 
The) want 


' d to go ' Uiglicr up. ' 


Brodway Worships a Golden God. 
Going hitJHT 
u|>! 
Tliu 
Kuuihlcn 


were goinn higher up from the slum* 
lo inc G.\> White Ws> 
The girl wa: 


suing hi*, lu r up who loft olf waiting 
11 ihe cht.tp rrsiaurant to dine In th< 
xpeneivi oiled 
'1 hen Him- IB the woman with iht 


•heck book 
She Is an onvied oxi-mp 


ar of tin' Ni-w York Idea' 
For Ihc 


•Indy loalvrv ' to have the Koriunatui 
pur*!1 of HIP riidlem check book- 
bonipbod.i iiiukinx the account good - 
la the hli.licfct height the) aspire u 
climb to 


The little bookkeeper would go hls'i 
up 
H>' would be known as a opcuil 


thrift millionaire in the TenJorJoiu 
lie folBlfloi tln> boolw. he etubezzlei 
money from Me firm. And I lien a d* 
tective UmrheB him on Ibe arm as h' 
Is ollgbtmi; I rein his motor car will 
>Us whl«c light, or rather rod light 
irlends .end he goes 
from In from 


jf tbe hart, to brhlnd tueftn 


New the Reckoning'l« H»re. 


To drew lo Idle, to get Invited to t 


llnncr llm> could not afford «o paj 
'or. to ride in in-.leans with men tho> 
•hould not to rub shoulders with rea 
nllIlon8l-<-"' wives and daughters an 
•>e dressed In Imitation of these an 
he New \ »rl: woman's aspirations 
her i»rt in climbing high to-forbiddet 
hlngs- 
The evil mono-, that went higher ill 


« pareetU'd nut among all these. Th' 
noney th,n rat ie tainted carries tin 
alnt with It and spreads it wide Tin 
mrest gold when passed In Vanlt.v 
'air, carries u curse with it and be 
•omes Tten- coinage. 


But Ba\lon hits fallen, the bouse 
f mirth nrc darkened, the Jewel*' 
•ands thut clutched to reach highe 
ip are ehttklng with shame, the danc< 
nd music have ceauBcl.-the wine one 
he babble have stopped. There Is t 
OTpee ncrnsK the threshold, the shad 
iw o"f prison bars is falling over tbi 
rasters at the banquet board. 
Those who climbed the highest havi 
often to the top and fallen over. 
Prom higher up to down, down ii 


he abyss! 


"I, too, the other day, had an Iroi 
imp burning before my 
houscholi 


ods. 
But now the lamp Is gone1' 


aid old linlctvluH. 
Iteoadway. bUGli of It aa climbed fot 
Ipasurc and fgll tu shame, knows no« 
ust ,what he mount. 


HAT 


•y "LEFTY" LEIFIELD. 


Premier Left-Handed Pitcher of th* 


Prrtsburg Plral«*. and Who !• 


Regardtd •• One of the B««t 


Southpaw Pitch's™. 


Tommy Leach made what I believe 


was the greatest otiy I ever wit 
aewed, and perhaps toe greatest I 
ever will see. 
He made the plav 


while be wae on third base, and 1 do 
not mink that any greater third base 
nun ever existed than Loach was 
when at bis best ttu»re. 


For ebecr speed, activity and quick 


thinking, I never hive seen tbe equal 
of that play h* pulled against the 
New York QisnU In 1807. • 


The- came wa* one of tbe fiercest 


tod hardest fought I ever saw. Both 
teams wene on their toes right from 
the ctart, determined to win and tight- 
Ing (or every point. There was an 
Immense crowd on the Polo (rounds 
and Deacon Fhllllpl was pitching for 
us against Matbewson. They Vere hit- 
ting tbe Deacon hard, but as usual be 
was etopplng them when hits meant 
runs, and they were having all the 
trouble In the world to score at all 
We menaced to hit Matty In the right 
spots cud the score was 4 to 3 In our 
favor in tbe lost ot tbe ninth Inning. 
Then they got at Phil and bad run 
tiers on first and third, no one out. 
the crowd going crazy and everything 
about to brealj_,<iose. Tenney, I be 
lleve. .* it at TiiT bat. He started to 
hit a b'g'i biUl 'Jjlf stopped bis bat 
and ro'l-ii a *•!«" ixwuder right down 
the-Une toward third. It was hit so 
slowly that Seymour, who was cotn- 
inc home, half cheeked himself and 


I/CAR 


RESCUED FROM QUICKSAND 


\utomobile Bogged In Red River am 


Cribbing Wiac Necesary to Get 


It Out. 


(Electra News) 


W .1 and A 1! Slioldon returnee' 


iuudas from tlic 
Northwebt Texa 


'resB Association meeting which the 
(tended at Memphis, Texas, on Aug 
nd and 3rd 
TLi-> went up there n 


V. .1 's car but the return trip horm 
as made via the Fort Worth & Den 
er 
On Saturdt^ night August 3n 


t rained very bar! up Red River am 
.hen they were Cording tbe river a 
.ewlln, Texas. Leing pulled acrosi 
,y four saddle horses and larlpt ropo 
hrec of the rop<» broke and left tb 
ar standing In the quicksand In th< 
bannol or Red Rbor where tbe wo 
pr was two feet deep and the quick 
and twenty feet through. In abou- 
Tte-n minutes =11 thot was vtplbl. 
f the rnr was the top Many attempt- 
on t.iade 4o get the rar out. but \- 
,o axail until F ida> morning the- 
ad n crib constructed around threi 
.idea of it and w i t h a crew ol ten 01 
«ohc willing 
workers and a fov 


ram', thej sflcoofdpd In B'KIng th. 
ar out the next la> st noon 
T!^ were In g od hands however 


hrciugh thfir Dilifortunes. 
as the) 


.orr at the homo of Mr. and Mrs 
t u Nelson who rared for them ver> 
icc!\ 
The car ,« some th* worsi 


or the trip. 
It has changed color 


ike a chameleon, being a 
brilHan- 


•lark when it vu-nt In and now 
H 


•ooks like a Red River rat 
The car 


irrlved by freight Wednesday and 
>111 immediately be put In the shor 
jr repairs 
Messrs. Sheldon got a 


evert- coat of sunburn which the* 
vlll carry for a while. 


HOW'S YOUB LIVER? 


Iver Clogged up-nut's All-You 


Need Hot »prin9« Uver But 


tons. Ask Stoneelpher 


& Smith 


Little, dainty, 
magical 
workers 


Jiat unclof the liver and set free the 
wisonous mailer. 
Then gently, but 


mrcly. drives It from your system 


Among people who 
have visited 


dot Springs.-the Hot Springs Liver 
3uttons are 
almost as famous as 


he healing waters. 


Onco the victim of constipation or 


,f a rebellious liver uses there won- 
ierful little health promoters he has 
10 further use for anjr other plUs, 
tails, cathartics, or purgatives. 


Thousands upon thousands of p*o- 


)le depend upon Hot «prings Uver 
Buttons 
to* keep 
them In superb 


Health. 


Nothing known on) better for con- 


tttpatlon. torpid llrer. upset stomach, 
headache, dlulness, nervousness or 
that down and out ffleling. Box tor 
•>nly K cents at Btoneclpber 
and 


Smith Drug Store, ilall orders from 


"LCPTY" LEIFICLD. 


lumped over tbe ball to escape being 
hit. It looked so certainly a base 
hit that to me, on the bench. It 
teemed tbe best Judgment (or Leach 
to let the boll go and take a chance 
that It would roll foul before reaching 
third bsse. Tommy, however, had It 
all thought out for himself. 
He was 


sprinting forward at top speed, not 
more than two steps behind Seymour, 
and u Seymour leaped over the ball 
iMcb dived anB ecooped H sod, with- 
out losing a step or getting out of 
stride, be sprang after 
Seymour. 


touched Kim before be could reach tbe 
p]«te and caught him easily. 


The plav was an' astounding one 


from any standpoint, but not aaUsnod 
with what he had done Leach whirled 
1n Ms track and without looking fired 
down to second base. Wagner met 
the throw, and before the runner who 
bad come down from first could dive 
buck to second be was nailed and a 
double play resulted tram what, ac 
cording to all baseball nnes, should 
hate been a clean base bit. 


Leach had figured to on eighth of a 


second Just what could be done, and 
bo made the play to second base with- 
out even looking. He knew when 
he touched Seymour that any smart 
base runner would be turning second 
base end looking for a chance to 
reach third, so h* threw for toe bog 
and trusted Wagner to be irj,the game 
enough to meet the ball. And Bonus 
wot. as usual, on tbe Job. Tbe play 
saved us and gave us a (*m« that the 
New York scribes all said was lucky, 
although luck bod no part In that plsy. 
It wai tbongbt oat In less tban a see- 
and and-executed almost as rapidly u 
It was thought out 


(Copyright, 1111. by W. O. Chapman.) 


Let Me Have 


Your Order For 


Winter Fruits 


PHONES 
432 A 232 


QUICK TO 
YOUR KITCHEN 


It Is a growing cnnt.mi among the beat housekeeper* to put 


up let* fruit at, homo <"'d buy more ready canned. Thl. IB OB- 


peclally true since the uniform qualily of my Hunt's brand Cat. 


Ifornla fruits has become bolter kno»n. If >ou have any doubt 


OH to desirability and economy of buying your fruits In this way 


instead of putlltiK them up at home a can or two of this brand 


will convince you bo> id a doulu mat you can't afford the ex.- 


pensc of horn.' canning Remember I urn ready to taek order, 


now for assortments of any size Including six different varieties 


of fruits and berries for early fall delivery at the present mar- 


Hot prices, and I will guarantee o>ory can to be perfect, IY°<» 


get especially low prices on quantity urders. 
, t ; 


C. H. HARDEMAN 


Your Boy's Success! 


depends n groat deal upon bin individual opportunities, and the 
examples YOU set for htm 
You «an't beni.i too early to teach 


him bonc-ty. Ihrlft. and tbo value of a dollar. Give him every 
chance lo rnako and save n lltllo money, and to provide for the 
future 
If you do this yo.i are teaching htm the principles ot 


economy, which will make him a better Amcrjcnn citizen. 


PlBiiro a little yoursolf. and you will agree that the foundation 


of a modem fortune can be laid for your boy. it he begins to 
sa%c whlli ho Is young. Wo have a number of cuBtomera who 
have adopted a plan of systematic saving and make their small 
deposits regularly. We want jou to boqomo one of this number, 
and loUlu jour account If you want to beglu with a dollar or more. 


Wo want your buslncBB 


City National Bank 


United Stales Depository 


Cloudburst RevMled Wealth. 


A cloudbnr*' »as the cause of » re- 


oarkable mli.erM discovery made in 
Tarin«ni« ft (•«• days ago. Near 
Latmc'-Jton Mi' "ith ot water cot a 
gorge a mite long and of considerable 
depth along tbe eld* ot a mountain. 
When an Inspection was made of tie 
havoc that bad been wrought It wot 
•wen that hundreds of gwld-bearlng 
quarts vtfns had been told ban. A 
rush of prospectors to the spot took 
place and they ores now busily en- 
Caged to testing the •feedmena. A*' 
other romance of gold mining Is re- 
ported from 
Oundagal. 
A claim 


thought to b* worthless was sold *y I 
its owner for llS. 
Tbe poNhaMrl: 


•aklng an Investigation of hi* prop-j 
•rty discovered gold In small lumps. 
The claim U now laid to be worth 
IIO.M& 


Cash! Cash! 


is^tter It 


BBPOSrr-Ia the WICHITA STATE BANK— TJIB 


BANK. Where It U absolutely safe— where you know you 
can get It any time. 
, 
, .j^ Jdfcfl 


WH Yf 
' 
' "13 
lot. BECAUSE— We have one ot tbe best and safest safee moMf 


can buy, to keep your money In. Come In and let tu ahow 


Sod. BBC AtJSE— We carry Insurance against any losi from b«fr 


»«rd. HKAO»!3!E offlwr, are all under bond for tbe WtbtU 


tth. 
BKCAUS&^Tbo non Interest bearing and unsecured depOfc 
Its of this BANK are Gl'ARANTEED by the QUABANJ* 
FUND Of tbe STATE OF TEXAS. 
! ilfl 


The Wichita State Bank 


WtebltaPalts. Teas 
i ;\ 


There Is 
something wrong with 


that doesn't IMt-over 


Anderson & Pattersoi 


REAL ISTATI and INSURANCE 


NEWSPAPER! 
NEWSPAPER! 


PACE FOUR 
WICHITA DAILY TIMES, WICHITA FALLS, TEXAS, AUOU8T 16. 


IICHITADJULVTINES 
NMIahtd Ev»ry W«*k Day Afternoon 
(Bxccpt Saturday) 


And on Sunday Mornln*. 


—By— 
xmm TOOW PDBUBHINO COMPACT 
(Prlatars wd Publlabus) 


SnsBlk Mntt 
Anoat 
Dlnofenl 


............... 
tcnary 
AntitaDt Maaam 
• K«U. WUw Blab 
. I> BobirUoa. 


M B M • C H ASSOCIATED f R E S 


•dttortal ud BulMH Office...,.18 


the MarJmaUor carrier) 
WOO 
tke Meat* (mall or <*rrt«r) 
M 
tbe W*e> (mall er carrier) 
lie 


•stend at the PeetoOce at Wichita Vails 
as second-class mall matter 


Wlehlts Falls, Texat, August 1t, 1912 


3O9 
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An example in fact IB said to b 


worth more than the best doscrlptioi 
that can be given. The Texas Towi 
Builders probably bad this In mine 
when they decided to hold their Insti 
lute here this month. 


Reports from persons wbo have trav 


eled over tbe State within tbe pas 
few weeks Indicate that crop prospects 
era better in the Wichita country than 
in "any other section. This applies -no 
only to cotton but to corn and feei 
crops as well. 
This conditions ex 


tends over pretty much all the terrl 
tory northwest of Fort Worth. The 
Wichita country and the Panhandle 
"have come back" in fine shape. 


Despite the enormous production 


and the over supply on many markets 
the melon growers of Burkburnett arc 
reported to be receiving fair returns 
on their shipments and will make good 
money out of the crop. The superior! 


. ty of the Burkburnett product ha: 


made It a favorite, and now that I 
has won Its way In the big produce 
markets. It Is expected there will be 
a still better demand for them next 
year. 


Within a few weeks a new Industry 


•will be launched In Texas. We refer 
to the glass manufactories right here 
ID Wichita Falls. There may be one 
or two small glass factories already In 
operation In the state, but the real be- 
ginning of the Industry will be right 
here in Wichita Falls where condi- 
tions are exceptionally favorable forlts 
development. "Bur Glass Hade In 
Texas" IB suggested as a slogan that 
should be agitated by the Texas Com 
mercial Secretaries' Association. 


W. C. Young or Archer county, has 


(been appointed chairman of tbe 100th 
legislative district, composed of Clay 
and Archer counties, and baa Issued a 
call Tor a convention to meet at Henri 
etta on Saturday. August 24th. for the 
purpose of nominating a candidate for 
the office. The present Incumbent Is 
Hon H. P. Haney. who was re-elected, 
In tbe,primary without opposition, cut 
It now appears that some effort Is be- 
ing made to "hornawoggle" him out 
of the nomination. As to whether the 
attempt will be made will be determ- 
ined later. It's no^affatr of ours, 
bat It occurs to the'Tlmes that the 
proper place for Democrats to settle 
their aiffereoces Is In the primary, and 
If the Democrat* of that district arc 
not pleased with the selection of their 
nominee, they have no one to censure 
but themselves. 


Host ot the pro Democrats are pleas- 


ed ' with 'the Democratic State plat- 
form adopted at the San Antonio con- 
vention,—especially that part relating 
to the regulation of the open saloon. 
It Is far better than they had a right 
to expect from a contention controlled 
by antls. and will, It Is hoped bave 
tbe desired effect; Lhat of eliminating 
from Democratic politics In Texas the 
question of statewide prohibition. The 
pros can now climb Into the Colqultt 
band 
wagon, 
and 
If 
a 
few 
of 


the more radical antls get elbowed 
out of their position In that vehicle, 
whlcb seems likely, they bave no one 
to blame bat themselves. Antls were 
In tbe majority in that convention, 
and need not have adopted the pro 
planks. But Inasmuch as the majority 
have come to recognize that the pros 
were right In their demand for a more 
strict regulation of the open saloon all 
Democrats should accept the platform 
and. stand for Its enforcement until 
aaeh time that another may take its 
place. The carrying out of the de- 
mands of this platform means that the 
open saloon hours are cut short four 
and one-half hours each day. or twenty- 
seven hours a week shorter than now 


100 CARS OF WHEAT 


SHIPPED FROM GRANDFIELD 


Wheat delivery to the Orandfleld 


elevator was resumed this week r'rer 
suspension of about ten days on ac- 
count of heavy rains and bad roads 


Fred Varner, tbe accommodating 


and efficient manager of the elevator 
reports that 100 cars of wheat and 7 
.cars,of oats nave been shipped from 
this point to date. This means over 


• (86,000 turned loose In the 
Orand- 


fleld country for the wheat and oats 
crops alone, and there Is considerable 
wheat yet to be marketed. 


With the harvesting of the big corn 


and cotton cotton crops in addition 
to a banner wheat yield. Very pros- 
Mnras conditions will prevail in this 
sMUon tWg fall and farm-values will 


• "wanes materially.—Qrenfield Enter- 


NF/WSPAPERRRCHIVE® „. 


News From the Oil Fields 


Drilling Ceaaei In Altue Well. 


Altus Times, 
r 


With the drill standing In tbe hole 


at 1S23H feet. C. Nichols, driller In 
charge of tbe Altus Oil and Gas com- 
pany's test hole on the 
Humphrey 


farm, near tbe village of Humphreys, 
began the work ol pulling tbe casing, 
and packing the rig Monday, prepara- 
tory to seeking new fields. 


The contract depth was 1500 foet. 


and not an Indication of cither gas 
or oil was encountered during the 
entire progress of 
the drill. Mr. 


Nichols sunk the well 123V6 feet deep- 
er on his own account, to satisfy him- 
self that the hole was really dry, and 
made propositions to his employers 
to take the hole still deeper; but mon- 
ey was exhausted and tbe company 
ulnklng tbe hole refused to Invest ad- 
ditional funds In tbe attempt. 


While the failure of the well Is a 


disappointment to those wbo Invested, 
It In nowise changes or nullifies tbe 
fact that Altus and Jackson counties 
are tbe center of a vast oil and gas 
field, which will some day be a paying 
proposition. All that Is necessary Is 
capital to develop the field, and sink 
a well 2000 to 3600 feet In depth. And 
the time will some day come when this 
will be done. 


On The Oklahoma Side. 


Developments In the Electra, Tex- 


as oil fields across the river from 
Tlllman county, the past week have 
been such as to still further encour- 
age development here. 
Tbe bring- 


ing In of several now wells, and tbe 
consequent further extension of tbe 
Hold, have caused to grow stronger 
the hopes that bave all along exist- 
ed tHat there Is just as apt to be oil 
on this side of the river as the oth- 
er, and local prospectors are work- 
Ing with renewed cheer. 


Nortbwost Electra No. 1, on 
the 


Plnley farm, south of Frederick, is' 
down 675 feet, that 
depth having 


been reached Wednesday. 
At this 


time a strong now of salt water was 
struck and It was necessary to stop 
lout, enough to, case tills off. This Is 
considered 
a good Indication, and 


tbe 
members 
of tbe company are 


mucb encouraged. 


Drilling baa been resumed at the 


Campbell veil, indications there Jus- 
tifying the owners of this well 
to 


prosecute (heir search further. 


At Ix>veland, the Big Pasture Oil 


and Has Development 
Company la 


drilling abend \»j<h renewed energy 
and what are considered good pros- 
pects. 
Several tine showings 'which 


have already been made In this well 
give promise that If there la oil this 
Hide uf the river, some of it will be 
found 
In 
that 
locality.—Frederick 


Leader. 


Operations 
Resumed at 
Apheatone. 


Operations for oil In tbe southern 


part of the county were again begun 
In earnest the first of tbe week when 
tbe Hill syndicate company started 
work on the 
abandoned well just 


south of Ahpeatone. 
The well bad 


been bored to a depth of 1600 feet 
with only a small quantity of oil In 
the water brought up. 
A derrick 


had been erected there but for some 
unknown reason thi work was stop- 
ped. 
Tbe new company that has tak- 


en over the leases has the distinc- 
tion of putting enough capital Into 
tbe oil situation 
to obtain; result*. 


They are planning ,on boring down as 
far as 2500.feet If not deeper and 
have already replaced the old stamp 
drill there by a rotary one ao tbe 
work can proceed without farther- de- 
lay. It Is hoped the new firm will 
meet with success as oil in paying 
quantities would greatly enhance the 
property values of this county.—Law- 
ton Star. 


Plowed' Though 13 Inch .Casing. 
A new stunt was pulled off on the 


Woodruff-Putnam 
lease on 
August 


13th 
when well No. 27 flowed the 13 


1-2 inch casing for 30 minutes. This 
Is a feat which has not been pulled 
off before In this field, that has come 
to our knowledge. 
It looks like a 


good well to say the least.—Electra 
News. 


On the Hash Knife Ranch. 


O. J. Thomason Is In the city re- 


cuperating after being out at the well 
he and his brothers are drilling 'on 
the Knife Ranch, 12 miles north of 
Throckmorton. 
He expects to .re- 


turn to tbe well in a few days. He 
reports the drill down about 200 feet 
with a "fishing job. He says gas was 
struck at 80 feet and that tbe pros-, 
l>ects for oil are excellent 


POLITICAL ETCHINGS 


The Wool Veto, 


The Wool bill President Taft has 


Just vetoed is Identical in terms with 
he wool bill he vetoed last year. He 
says be Is constrained to his present 
action by tbe platform on which he 
was elected. 


Can he convince the public., or any 


considerable part of the public, that 
his constraint is real? President Taft 
has said more than once that schedule 
K In Its present form is "Indefensible." 
This statement must mean, among oth 
T things, that It cannot be defended 
>n tbe ground that 1't Is a flthful exe- 
lutlon of tbe promises made In the 
Republican National platform in 1908. 


What sort of weol bill would Presl- 


lent Taft sign? 
The Penrose bill, 


ie says 
Well, the difference between 


he bill be has vetoed and the Penrose 
III Is only about 2 or 3 per cent, 
tathcr than accept this comparatively 
light departure from a bill satisfact- 
ory to himself Mr. Taft has chosen 
o keep an "Indefensible" schedule K 
n force. 


The closing words of President 


Taft's veto message of August 17,1911, 
are these: 


"There Is no public exigency requlr- 


ng the rtvislon. of schedule K In Au- 
crust without adeqquate Information 
rather than in December next with 
uch Information. • • • Certainly 
he public weal is better served 'by 
elaytng ninety days In order to do 
ustlce and make such a reduction as 
hall be proper, than now blindly to 
nast a law whlcb may seriously In- 
ure the Industries Involved and the 
uslness of tbe country in general." 


For obvious reasons there Is no such 


passage in the second edition of the 
President's wool veto. The commis- 
sion had reported. Tbe 
Information 


before Congress was adequate. The 
President hopes Congress will send 
him another wool bill, drawn in ac- 
cordance with bis own specifications. 
But the hope cannot be very-Strong. 


What this new wool veto will lead 


to Is plain. It will lead to longer life 
for tbe Payne-Aldrlch schedule K, tbe 


Indefensible." It will satisfy every- 


body wlwrthlnks the vetoed bill bettor 
than the existing schedule K. 


The only real choice before Presi- 


dent Taft was between tbe Payne-AI- 
drtch schedule K and this -wool bill. 
In our opinion he has made a grave 
mistake In preferring tbe "Indefensi- 
ble." Payne-Aldrich schedule.—New 
York Globe. 


DAILY DIET AND 
HEALTH HINTS 


BUCKWHEAT CAKES. 


The digestibility and p»letlbll- 


Ity of buckwheat eakts Is Im- 
proved by mixing the buokwhut 
flour with about ten par cent, 
corn meal. Pancake* ar* usual- 
ly masticated Imperfectly mnt 
ar* somstlntM a soure* of Indi- 
gestion, and appendicitis, eape» 
dally In conjunction with lean 
most, which together favor fer- 
mentation and eongMtlon, the 
condition* necessary for appen- 
dicitis. H Is Mpecl.lly Impor- 
tant that children should be giv- 
en food that requires thorough 
msrtlcstlon. 


The Gem 


the only exclusive Motion Plot- 


ore Tbeatr* la UM city. 


Change of program Brery Day, 


Night show at 7: SO. 
Matloe* at 2: SO. 


"A Royal Whim." 
"The Pink Pajama Girl." 
"The Love of An liland Maid." 
"The Artist and the Brain Spec- 


UH«t" 


ELMER WRIGHT, Manager 


»+*•***•*•****** 


CURRENT COMMENT 
* 
•**••••••*+*•»*• 
ABOUT AMENDING THE STOCK 


AND BOND LAW. 


A dispatch from Austin, which the 


News printed Tuesday, brings the In- 
formation that a resolution will be 
Introduced in the Democratic State 
convention pledging the party to re- 
sist any attempt that may be made 
"to repeal or vitally amend" the stock 
and bond" law. It is further recited 
that such a resolution was adopted 
by a ward convention at Sherman at 
the instance of Chairman Mayflold of 
Sherman, whose plan is to havev it 
adopted by the Grayson county con- 
vention and thus brbought under tbe 
cognizance ot the state convention. 


Tbe News has beard of no design 


either "to repeal or vitally amend" 
the stock and bond law. Some amend- 
ment, that to permit tbelssuance of 
bons for permanent improvement pur- 
poses, bap been recommended by Gov- 
ernor Colqultt and Indorsed by Mr. 
Mayfleld and his colleagues of the 


illFoad commission. But regardless 


of what may bej the 
scope 
of the 


amendments which.will be proposed, 
t seems to the News that no declara- 
lon which the state convention might 
make on tbe subject could have any 
binding moral force on tbe. members 
ol the legislature, for tbe reason that 
his matter was discussed very little, 
f at all, during the campaign. Any 


Trade With 


THf— 


New Grocery 


At 1309 


We are new people In town 


but old In the grocery business. 


For an Introductory will give 


Saturday and Monday with each 
purchase 25 pounds Pure 
Cane Sugar for 
$1 QO 


That is you buy 14 worth of 


any other goods In tbo house 
and with another dollar get 25 
pounds of sugar. 


Quality and price guaranteed. 
Phone 802 


!SI 
I, H, Newton 


. Successor to C. O. Halbert 


Are you In the market for a Buggy or Carriage? Let us show you the celebrafed 
MOON BRO'S BUGGY 


the most perfect horse vehicle in the world. We have the runabout, the top UUBSJ, ranch wagon and 
two-seated carriages, and can quote very reasonable prices, and terms if you wish. 


We are albo sole agents for f ) * * t < 9 i t j > i £ . . -1 ..i .. 
• 
" 
• ' 
' I 


Studebaker Wagons—P. & O. Success Sulky and Gang 


Plows—Oliver Chilled Plows 


We carry a complete stock of Groceries. Feed Stuff. Etc., and can quote you the very lowest pit- 


Bible prices. 
. 
i 
.1 
i 
i 
.i..i 


Farmers Supply Company 


Mississippi Street 


J. T. CANT, Manager. 


Phone lit 


resolution, therefore, would express 
only the Opinion—and the uninformed 
opinion—of such delegates as might, 
vote fof It. They would have no man 
date, no deputation from those whom 
they would represent In the convention 
to make a declaration on the subject, 
and there could be no asurance that 
whatever they might declare would 
reflect the sentiment of the masses of 
tbe people. It seems to the Newt that, 
in view of the fact that this subject 
was scarcely, even alluded to during 
the campaign, to spring It now on tbe 
convention would be very mucb of a 
snap proceeding. 


Aside from that consideration, how- 


ever. »li> should Mr. Mayflold or lay 
one else desire to put the legislature 
untler lite durobs of the convention's 
bull' In sceklnK to trammel the 1st 
Mature and forbid It to exercise Ha 
own uiiifstrlcted judgment, Mr. May 
field buirajs a lack of confidence eith- 
er in the legislature or In the merit 
of bis ouu proposition 
If his position 


is so impregnable ub he imagines It to 
be, he should not fear to pitch bis 
fight in the legislature, unless, to oe 
sure, he assumes that Hie U^lslature 
will lack the uiuuom or patriotism to 
exercise 
properly 
is 
unresttrlcted 


judgment.—The Galveston Dally News, 
Wednesday, July 31, 1013. 


LADIES! 
Muslin Underwear 


I jumped at a chance to buy a lot of manufacturers samples of la- 
dies' muslin underwear. The lot consists of gowns, chemise, under- 
skirts, shins, drawers, combination suits, corset covers, and every 
other article of white goods wear, all of I he finest material, and no 
two garments alike. They were house samples, not road samples, 
and are as fresh and clean as tlie day they wore made. ' 1 bought 
them at a very low price, abd am offering them tomorrow at 


Less Than Manufacturers Cost 


I also bought a sample line of ladies' hand bags in leather, erobrod- 
ery. linen and corded goods, each with an Individual style and dis- 
tlnctlveness made up -especially to Impress high class trade. These 
also go at 


Less Thin the Cost of Making. 


Men's Hats 


I -have put into a bargain counter a line: of men's hats, In good styles 
and makes equal to any in the world. The prices range from $1.25 to 
{3.60 but on the bargain counter they are marked at 60oJ° $1 98 


Ladies 
1 and Misses' Oxfords 


About 200 pair of ladles' and misses oxfords, values up to $3 60 are 
put Into "one lot, and marked at your choice for 
75c 


This IB a sure enough snap, and they all ought to sell tomorrow. 


f 
| | 
; 
"Miller-Sells it for Less." 


Miller's Bargain Store 


"More goods for Same Money " 
"Same goods for less Money." 


J A. MILLER. Prop. 
602 Seventh Street. 


THE DREAMLAND THEATRE TO-NIGHT 


CULLY WOOD 


Cully Wood & Jay Ray 


Supported by the 


Wood-Ray Stock Company 


In a litae of high-class plays under their 
right names. Opening Tonight with 
San Antonio 
A Bcantiful Western Comedy-Dramn by John 
Lawrence—Good Vaudeville between Act* 
Prices•••••••••••••••••SIS15c and 25c 


Ladies Free—when accompanied by gentleman, 
or twoladiea admitted on one paid ticket. 
JAY &AY 


A SCHOOL OF MERIT. 


We teach Bookkeeping, Pen- 
manship, Banking, Short-hand 
and Typewriting and their nat- 
ural branches. You may enter 
at auy time. Ve conduct a 
night class. Address Patrlcn 
Henry, Secretary, Wichita falls. 
Texas, over S10 Ohio, Phone 50$. 


Wichita Falls Gas Co. 


Office 210 Kemp & Kelt Building 


«>l 


THE NEW COMPANY 


For Cheap Fuel, Good Service and 


Courteous Treatment 


Phono- 
198 


WICHITA FALLS 


CONSERVATORY 


OF MUSIC,,,,,,,, 


DR. B. D0NAEVSKI, Director. 


1305 Eleventh Street 
PBOM 14* 


Will open September S. 
Catalogue free on application. 
, 


JUST ARRIVED 


—Thai Good— 


GRAPf 


Bottled for family use by the 
"* 


Wichita Bottling Mfg Go, 


"The taste tells"—Try it. 


J. M. ROI.ING 
J. H. SIMMONS 


Phono 
9O9 


BATHS 
V»U Don't H|v« <O Wall 
f -• Nsw O»» 
K P-ioms'at 


Lawier's Barter Shop 


BATHS—Ball Glow, plala, hot or 
cold; good rubbers In attamdUM. 


GUI ud SMIM. 


L. H, LAWLEK. Proptietot 


Exchange.. 
Livery Stabfo 


First Class Livery Riga, 
All Box Stalls for Board- 
ers, Automible Service 
Cars. 
Good Service all 


/tbe Time. 
Corner Ohio and Sixth 


...MMMMJ 


WHsEYBROS. 
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PAQ« Five 


WANT ADS. 


U4tr Ifck head will bfU* 


M * c o r 7 n » . 
Woid for «n laiertlail IUU Owl 
UM WMd web lolUwlu 


WANTED 
—FOR SALE- 
— 
.1, 


WANTED—Lady to solicit members I FOR SALE—1 hree-year-old thorough- 
for Fraternal Urotherhuod of Los All- bred Jersey cow, good milker. Phone 
geles. Cal. Membership Include* men 707. IS. U TrevuUian 
82-3tp 


and women. Halnrv 176 nor month to 
• 
___^__—^— 
. 
. 


and women. Salary $75 per month to 
one who can make good. J. M. Martin 
manager, 704 Seventh street; phone 
1067. 
82-ife 


WANTED— Wbltu 
girl 
for general 


FOR SALE OR KENT—Furniture of 
nine room hituse at 710 Ninth street. 


7- 


housework. 
German 
or 
Bohemian I cow. 
A ba-galn. 


preferred 
Mubt bo able 10 speak and Austin, 


understand English. 
Mrs. J. C My- 
linger. 2405 Ninth street. 
82-tfc 


FOR BALE— I'ull blooded young Jersey 


phone 646, 1008 


77-tfc 


I'llE NKVV Ncroiui land •. 1010 715'/4 
Seventh strtei \ull l»-i> ail kinds of 
second band turnilurc. 
78-tfc 


WANTED—100 teams for pipe Haiti- 
Ing. 
Will pay $5.00 per day. Apply 


at Barnea A Cain, Bowie, Texai. 8l-3tp 


FOR 8ALi:-.».u bulls 
yearling ix'llt d. <tn< 
I ? e-t 


V. M McKinley. Route 
Falls. 


WANTED — Stock to pasture. Good 
grass and plenty of water 
Phone 94. 
for see Ell Moorgan. 
, 
'81-6tp 


WANTED— Young lady to 
news stand. Apply at Union stat 
news stand. 
SU-Dtc 


WANTED— All automobile buyers to 
nee and demonstrate our new Michigan 
Forty Horse jiower light weight car. 
la a class by Itself. Compare with any 
Iwo Thousand Five Hundred Dollar 
Car on market. 
Bactunan. agent, 


Price *lt>00. H. J. 


8U-6tc 


WANTED— Girl to do 
cooking, no 


washing. 704 Travis. 


, 
79-tfc 


BS8ENKAY End Tire Trouble—We 
aer on the lookout for a wide-awake 
live mau'ln your section.who would like 
to act In the capacity of sub-agent 
and look after the sale of Essenkay. 
Telegraph or write making an appoint- 
ment with us. Ascertain number of 
automobiles In your county. We will 
explain the proposition fully to you 
and demonstrate Essenkay. The Es- 
eenhny Sales Co., 511 Commerce St., 
Fort Worth, Texas. 
78-6tp 


one 
a red 


r old Durahm. 


4, Wichita 


»0-3tp 


FOR SALK— Five room house, on 14th 
treot at a sacrifice if sold at once. 
Ua» and city water. See 11. O. Glass- 
cock. motorman. 
80 3tp 


FOR SALE—Combination Davenport 
Billiard and Pool table, with all acces- 
sories. Urunswick-Balke make, cost 
JliiO Just the thing for home; also An- 
gelus piano player, with 60 rolls of 
music. 1408 Travis, Phone 917. 77tfc 


FOR SALE—Latest model No. 6. L. 
C. Smith typewriter, has been used 
>ery little; roll top desk, office chair 
and filing case, all practically n«w. 
Fowler Bros. & Co., Kemp and Kell 
building. 
FOR SALE-^Wall paper at half price. 
Phone ISO. 
77-6tc 


FOR RENT OB 
FOB 
SALE—On 


easy terms 
Jive room 
house 402 


Adams street. Marlow & Stone. 
69-tfc 


NOTICE—The Bessey Furniture Co., 
has moved to the Ruby Theatre build-- 
Ing, corner Ninth andand Indiana. — 
._ 
67-tfc. 


DK. corner Ninth andand Indiana 


POM KENT—ROOMS 


FO RRENT—Two unfurnished rooms 
lor light housekeeping; $8 per month; 
1613 Fourteenth street. 
81-3tc 


FOR RENT—Two large nicely fur 
nlshed rooms for light house-keeping.. 
910 Ninth .street. 
82-3tp 


FOR RENT—Furnished room In prl 
\ate family, with bath; on car line. 
Also light housekeeping rooms; 1005 
Broad streM. 
82-Stp 
HUtmUI-lMUU—iSJ 
r 
FOR RENT—Three nicely furolshei 
rooms for housekeeping. Phone 296 
or 985. References. 
81-tfc 


•OR SALE—Lots 13 and 14, block 61, 
Floral Heights, fronting on car line. 
Price $800 for the two. Spe The Jonos 
Land Co., office 721 Indiana avenue: 
phone 1070. 


FOR RENT—Nicely furnished cool and 
airy bedrooms; 806 Seventh street. 


FOR RENT—Two furnished rooms for 
light housekeeping, 14D4 
Scott avenue: 


phone 763. 
79-tfc 


FOR*RENT—Furnished room; all oon 
venienceB. 807 Lamar or phone 443 


'FOR RENT— Newly furnished, mod 
ern bedrooms. 806 Scott. 
77-tfe 
_ 


FU$NISHED bed room for rent, close 
In. Apply 967 Scott. 
77-tfi 


FOR RENT—Furnished rooms. Mod 
ern and strictly sanitary; 909 Seventh 
»treet 
74-tfc 


FOR RENT—Several nice pleasan 
roomi. Elite rooms on Eighth street 
64-tr 


—FOR HINT— 


FOR RENT—Four room house, corne 
Fourth and Austin, city water and 
gas. Phone 746. Eagle & Wilson. 
82-tf 


FOR RENT— 6 room cottage. Phon- 
608. 
. 
8l^ 


FOR RENT— Five room house. Cal 
at 2-13 Lamar avenue. 
80-6t 


FOR RENT— Desirable five room cot 
t»ge; south front, modern. 
171 


Tenth street. Phone 120. 
B3-tf 


FOR RENT— Five room house; mod 
between Seventh and Eighth streets 
$30 per month, In advance. See J. C 
Mytlnger. phone 860. 
62-tf 


—FOR BALI 


FOR SALE—The -Gem Cafe all moi 
ern equipment, well established. Re 
son for selling, falling health. Phon 
807, or address t.' O. Box 111 
82-tf 


OR SALE—Best bargain In Inside 
uslness property In town; 100x160 
et on Indiana avenue near Seventh. 


Price 116,000. Bean, Huey & Ooblke. 


61-tfc 


WE WILL BUILD YOU 
A HOME 


To »ult your ideas and specifications In Floral 
Heights and save you money and worry.... 


W> have arranged to bullU » number of'brlck home. In Floral Heights on certain lols comon 


icmly 
te.&ran7ong«eVerage.Ul 
we ure prepared ,o build these hou,,8 according to arran^-mcMi, 


and finishings desired by purchaser. 


WK WILL SELL THESK HOMK8 ON EASY 'I i:HMS IK DBSlllED. AND AT A PRICK THAT 


YOU CANNOT AFFORD TO WORRY WITH BUILDI.V. YOURSKLF. 


Our object is to build up Floral Heights and under ih« arrangement we have l-rr.-olwl wi.cani Imlld 


a home and Bell It to you at a price less tbun you could l.n> the same location and duplicate the building. 
You"af also know exactly what Soes into the house troni the plans and specifications 


BRICK HOUSES ARK WARMER IN W1NTKR N N I ) COOLKR IN SUMMKR AND IN TUB 1.ONO 


RUN ARE CHEAPER THAN FRAME. LBT US FIUU1US WITH YOU. 
Bean, Huey & Gohlke 


617 Eighth Street. 


OTICE — The Bessey Furniture Co.. 
as moved to the Ruby Theatre build- 


67-trc. 


OR SALE—Account leaving the city, 
urnishraK of nine room house, also 
xty gallon gasoline tank. Bargains 
or quick sale. 1408 Travis. Phone 917. 


76-tfc 


FOR SALB—CITY PROPERTY. 


FOR BALE—Three houses and lots 


n Floral Heights. $100 down, balance 
asy. on car Itae. Phone 632. 
G5-tfc 


WANTED 


More houses to 


collect rent 


for 


Otto Stheiik 


Phone 692 


SECURE CHEAP MONEY 


TO PROTECT COTTON 


Dr. J. Wf/Du Val 
"Speckt" Fitted 


W, Knout How 


FINANCIAL. 


'OR SALE!—New modern 
home; In 


Floral Heights; at a bargain; term* 
W4I1 take Floral Height* lot In trade, 
-•hone TI06. 


MONF.Y TO LOAN—Plenty of money 
to loan on farm* and Wichita Falls 
Improved property. Easy terms. F. 
W. Tlbbett*. 


Texas Banker* Will Furnish Sufficient 


Fund* at Rate of Six Per 


Cent. 


Dallas. Texas. AUB 
lli— Six per 


ent money sufficient for tiio success- 
ul handling of the distress cotton 
f Texas has been assured through 
exas bankers 
to Peter 
Radlord, 


rebident of the Farmers I'lilon. The 
Ian will make It unnecessary lot 
arnierb to place their loitou on the 
mikct to secure monc> for pressing 
leeds 


This statement wai> authorized in 


Jallas yesterday 
b> Mr. 
Radford. 


who, 
with Ben B. Cain o[ Dallas, has 


list been to San Aiilouro and while 
here ul ranged for money at 6 per 
ent per annum to take care of all 
liolrcbb cotton In the Sun Auionlu 
errltory. 
This territory includes f 


bouiitry within 150 miles on all bides 
of San Autonio. 


Similar arranf^rnenis had already 


f you want to buy Bell trade or rent 
iroperty It will pay you to see or phone 
T, E. Guilders, 804 Indiana. Phone 777 


17-tfc 


FOR SALE OR TRADE. 


'OR TRADE—Second hand buggy. In 
xchange for horse-fepd 
Inquire 10f5 


Tenth street. Phono 781. 
82-3lp 


FOR SALE OR TRADE—New King 
piano, worth J376; will sell cheap or 
trade. J. !th Burke. Box 1016. 
81-3tp 


'OR SALE OR TRADE—38 ecros of 
and, 1-4 mile west of car line: 23 acres 
under Irrigation. 
Will trade for city 


>roperty. Price UOO per acre; easy 
erms . Ambrose Yeager. 
77-6tp 


WANTED—To trade fo> ail kinds of 
second hand furniture or stoves Bes- 
sey Furniture Company, 706 Indiana 
avenue; phone 887. 
45-tfc 


The Dreamland 


Theatre 


THE" 
WOOD-RAY STOCK COMPANY 


—Presents— 


"SAN 
ANTON~IO.'V 


A beautiful western comedy drama b 


John Lawrence 


POPULAR PRICES. 


TOR SALE OR TRADE—The West- 
land Annex rooming house, over Ben- 
nett A Hardy's. Will trade for city 
residence property. Apply Westland 
Hotel. 
- 
Sll-tfc 


LOST' 


LOST—Gold stick Din with initials 
R G. Finder return to John Gould at 
Times office for reward. 
79tfdh 


LOST—Ladles card case on street car 
containing $6 hill and 
20 cents In 


hange. Finder return to 910 Indiana 
avenue for reward. 
79-tfc 


LOST—Pocket folder contained rail- 
rotd service letters and brotherhood 
receipts for this year. Finder return 
to 300 Burnett and receive reward. 
80-3tp 


FOR SA1JO—Bargain, automobile, 30 
Horse Power Five passenger Tourlnp 
Car. Looks like now and runs like It 
looks. New tires and fully equipped 
throughout Will trade for good city 
property. H. J. Bachman, Insurance, 
Real Estate agent, Wichita Falls 


FOR SALE—Kitchen 
safe, tables, 


chairs, stoves, rugs. bedinK and shades, 
cheap and In good condition, 806 Fifth 
street 
™-y° 


FOR SALE—Three room house: In 
Lakewood addition; $700. Will take 
$50 cash, balance $16 per month. I 
also have some real nice four and five 
room houses, well located, that I will 
cell on extremely easy terms, all me 
for real bargains. Phone 622. Mack 
Thomas. 


At the Dreamland. 


The Wood-Ray Stock Co.. opens to- 


night at the Dreamland theatre In the 
western comedy drama, "San Anton- 
io." 
The play 1s by John Lawrence, 


and deals with early Texas history 
The Wood-Rayifco. was to have been 
here Monday night, but Illness pre- 
vented them coming. A delayed train 
carrying them from Paris to Dallas, 
prevented their appearance Thursday 
night, so that they are to appear only 
Iwo nights. The company has very 
high recommendations from the Paris 
press, where a most successful engage- 
ment yas Just closed. 


Even perfectly cold cash will burn 


a hole In the 
pocket of a 
spend- 


thrift 


Talking A* An Endowment. 


(Henry Ward Beecherl 


Talking Is not simply a liablt, bu 
matter 
of original 
constitution 


Some persons have a talking endow 
ment and some liavo not. There is 
positive faculty of oxpresslon, vocali? 
alion for which Bflence is merely th 
negative 
As cold is onl) the absenc 


of heat, BO bilcnce may not he the re 
suit of prudence, but the want of 
gift, or Impulse of spirit 
There is 


popular Inipri'sslon (hat groat talker 
arc of course flippant, and the sllen 
people are presumpilvely »lsc. 
T 


say of a man that he talks a Krea 
deal, Is equivalent to saying that ho 
thinks hut little 
But will observa- 


tion bear this out? 
It Is true that 


some people art taciturn, but othera 
equally sagacious, are talkative. Some 
foolish people talk a great deal, but 
there are a crcat many foolish people 
viho are very uncommunicative 
A 


talkative man IB seldom over-estimat- 
ed: a silent man often is 
There Is 


great- cunning 
in Judicious silence 


To sit 
quietly 
while one talks, to 


Phone 3G8 


* + * + ** + * + + ** 


AT THE CHURCHES. 


PROFESSIONAL CARDS 


A T T O R N E Y S 


ROBERT E. HUFF 


Attorncy-at-Law 


Prompt attention to all civil bualne**. 
Office. 
Rear of Flnit National Bank 


J. T. Montgomery 
A. II Hillaln 


MONTGOMERY A BRITAIN 


Attorney* at Law 


Rooms 1. 2. 3 Over Pontofflco 


P. B. COX 
Lawyer 


Practice in State and Federal Court* 


Koom 3, Ward Building. 


C. B FELDER (County Judge) 


Attorney-at-Law 


Business limited to office practice and 


District Court owe*. 


PHYSICIANS AND SURGEONS 


Ur L. Coon* 
Dr. R A. BenueU 


—Phone*— 


Re* 11; Off 137 
Re*. 811 


PRS. 
COONS A BENNETT 


Physicians and Surgeon* 


Office 
- 
- 
- 7 1 8 Ohio Avonu* 


Charles C. Huff 
.. J. H. BarwUe, Jr. 


Orville Bulllngton 


HUFF. BARWI8E A BULLINQTON 


Lawyers 
, 


Koom*-314.3U and 316 Kemp * K«M 


Building 


DR. J. C. A. QUEST 
Physician and Surgeon. 


Room 307 Kemp and Kell Bluldlog 


Phones 
Residence 214; Offlc* '.:» 


T. B. GREENWOOD 
Attorney-at-L*w 


Room 217. Kemp and Kell Building. 


W. F. WEEKS 
Attorney-*! t*"' 


Office In Robert* Stampfll •ggndlng 


R8. BURNSIOE. WALKER A JONES 


Sin eery and General Practice 


Dr Burnslde's Residence ...No III 
)r. Walker's Hp&ldence 
No. 2»7 


Dr. Jono*' Residence 
No. 844 


ifflce Phono 
"" 
•• 


Moore ft Bateman Bldg. 
Corner 


th and Indiana. 


Oeoge A. Smoot 
Charle* H. Smoot 


8MOOT A SMOOT 


Lawyer* 


Office over old City National Bank 


* + + + « . * » * * * + <•>«•* + 


First Presbyterian Church. 


Corner Truth and Travis 
Semies for worship at 11 a. in 


and 8 30 p m. At evening service a 
report of Ihe Scouts' 
hike will bo 


given. 


Sunday school M 9 30 a in . J C 


Hunt. Supt 


C 10. iiini'ilng at 7 30 p m 
Mid-week service Wedneuday 
at 


S*30 p m. 


J L. McKKl!. Minister. 


WM. N. BONNER 
Attorney-*t-L*w 
(Notary Public) 


Office— Suite 1 Durralt Building 


Phone 89U 


Q. R. YANTI8, M. D. 


City National Bank Building 


Women, Children. Obstetric* and O»o- 


eral Practice 


Hours: Ml: 3* 
Telephone 6U 


J. M. BLANKENSHIP 
L»wyer 


McClukan Building 
Phono 472 


been made for «U 
B desire to' ugfe this 


bad Indicate 
||Rd- Vent mon- 


First Baptist Church. 


Corner Austin and Tenth. 
Prenrhlni; In I ho Vaster at 11 a. m. 


at S K> p in. 
Morning subject "Ye 


Arc the Salt of tbe ICarlh " livening 
subject "A True Witness." 


Sunday school at !> 30 a. m. 
n. Y. P U at 7-K. 
Sunbeams at 4 o'clock 
A cordial Imitation Is extended to 


all.Tho Woman's 
Alliance will hold 


their regular business meeting Mon- 
day at 4 o'clock. ,Tbls meeting will 


fnllowwt by a social session. The 


E. W. NAPIER 
Attorney and Counselor at L*v» 


Klertra. Texas 


H Mathis 
John C. Ka> 


MATHI84V KAY 
Attorney*-at-Law 


Office: 
First National Bank Annox 


RO8T. COBB,"Jr~ 
Attorney-at-Law 


Suit* 215 Kemp and Kell Bldg. 


Telephone No. 1029 


A." A." Hughes ' T. R (r>aj» Boon 


HUGHES & BOON I 


Attorney*-at-L!iw 


Room over W B. McClurkan'* on 


Ooodu Store 


OR. J. L. GA8TON 
Phydelan and Burgaon 


OlBBftses of Women a Specialty. 
Office—Over Rexall Drug Store. 


Residence 610 Scott Avenue 


•honon—Offli n 557: 
Residence 24K 


DR. A L. LANE 
Phyalclan and Burgeon 


Rooms 1213-14 Muoio Bateman 
. 


Office Phono 686 Residenro Phone 4*7 


OR. R L. MILLER 
Practice Limited to office and Consul 


tnilon Work 


Office In Kenm & Kell Bulldlnf 


Phones: 
Residence 216; 
Office) Wt 


EMBROIDERY AND FANCY WORK. 


Embroidery mill Cjochct lessons, 


stamping and materials. 
Miss Bottle Harris. 


Phone S88. 
77-lfr 


DUANE MEREDITH, M. D. 


General Medicine and Surgery 


Office: Mnore-Batcman Bulldlm 


Rooms 4 and 6 


Plwnes- Oflico 48B: Residence 486-rt 
Thoroughly 
Emilpped 
Pathological 


Racterlolog1c.il and Chemical 
Laboratories 


OR. J, M. BELL 


207 Kemp and Kell Bldg. 


Resilience- 1414 Blevwiih Street 


Phonos: 
Office 647. 
Resident* Ml 


ey through the local warehouses of 
North Texas, and 
with this South 


Texas money the State Is practlt filly 
covered, but a small texrltorj in East 
and Central Texas nofi having been 
arranged for. 
Arrangements are to 


be made to supply this territory at 
once 


More warehouses »re needed. Mr 


Radford says, 
to make the 
cotton 


plans for this season a complete sue 
cess. 


"The manner In which the bankers 


have approved our plans." said Mr 
Radford, "is very gratifying to us. and 
as other bankers become bettor ac- 
quainted with 
UIH 
Farmers' Union 


plan we will 
have practically 
the 


unanimous' support of tho banking In 
tercstb of this S'aie." 


Speaking of Ihe practical completion 


of these Important plans. Ben B Cain 
who has been working In connect <- 
with Mr. Hadford (or the past slxly 
days, says' 


"The 
entire 
citizenship 
of 
Ihe 


State Is vitally \p tereflted In the suc- 
cess of this plan 
In the first plate, 


It can not but result in bringing the 
farmers and the business men Into 
closer relationship and to eliminate 
any pobslhle suspicion, pr distrust of 
each other 


"These great business Interests arc 


mutually dependent upon each other 
for the greatest measure of surci-s* 
When the fanner fail*" other failures 
naturally follow in hi* wake. Wiion 
tbe farmer •iicr-ceds. all Interests <inrl 
classes are proportionately prosper- 
ous." 


It Is figured that aside from the 


gain to the growers of Texas b) rea 
son of the Increased price to be real- 
zeJ from the rrop there will be a sav 
ng of from Jli.oon.oo* to J20.ono.nnn 
hrough Ihe proper and businesslike 
lousing and care of tho cotton and 
Its protection from weather 


members of each division are urged 
to bo present to hear reports of tbe 
work done during tho summer. 


Pravcr-moeting Wednesday evening 


at 8-in. 


Teachers' meeting Friday at 8 p 


m 
J P HOONB, Pastor 


Flrtt Methodist Episcopal Church 
Corner "Seventh and Lamar. 
Sunday school at 9-46. 
Morning worship at 11 a. m 
Kpwnrtn League at 7:30 p. m. 
Kvcnlng worship at S p m 
Special music at eaci service. J 


W Bradley will sing a solo at Ihe 
evening service. 


Wednesday evening al 8 p. m. pray- 


rmeetlng. 
J E COE. Pastor. 


look knowingly to shake the head 
skilfully, to rrtlre 
with grave fea- 


tures and silent tongue gives one the 
reputation of being wise, considerate 
and self-contained. 
Commend 
me. 


however, to one who UECS speech or 
silence as the instruments of his will 
Know when silence will soothe or 
when speech will cheer 


I 


Probably more 
men 
wnuW 


their wives If It was forbidden. 


kiss 


How To Learn To Swim. 


You can teach >ourself to s«lm 


and you can do It in an hour or less 
1 know plenty of people who have 
done it by following carefully these 
directions. 


First 
and 
foremost, 
fix 
this 


thought clearly In >our m|nd 
The 


water will bear >im"up 
It Is fear 


and struggle that InvarlaWv snnd a 
person to the bott"m. The best way 
to acquire confidence that makoir for 
courage and fun ia 
Oo squarely and 


reasonably at It 
Begin In still wa- 


ter; the old n»lmmtng pool on the 
farm Is Just the place. Wndc out un- 


til vour shoulders are covered, squat 


little and get >ourself wet all over. 


Don't bo the least atom afraid even 
If a little water docs get into your 
nose, and ears; 
wade out 
a little 


farther until you are up to your chin 
and now your toes will begin to leave 
the tipttom of the pool 
Do not be 


alarmed. 
Thl* shows you that you 


arc a little lighter than the water 
Now lift \our 
chest and with 
the 


mustles of your 
stomach 
tircathc 


deep, stretch your arms out to form 
tho letter T of yourself, stiffen your 
backbone and hollow your back as 
thouch suddenly you were a very im- 
portant and dignified person 
Your 


toon have come 
tip 10 tho surface 


nor 
l,ean your head bai k freely as 


ar as you can, keeping ynnr mouth 
shul 
Lie back with absolute conn- 


lonce, and there 
yon are floating 


eep your backbone stiff, gently pad 


die with your 
hands, and you arc 


swimming. 
Make toward the shore, 


if coun>e 
Thm try It all over again 


This time kick with your feet vnry 
gently: strong strokes 
might turn 


\on pvcr nnil frighten you. 
Keep 


vour balance and 
practice two or 


three times in straight succession 


The nexi Ihlne that you will be 


learning IB tho V stroke. 
Kiek out 


until both less are like tho blades of 


pair of scissors 
(which elves 
a 


strong drive ahead), then draw them 
ip Blrtowlse like a frog and kick por 
slftpntly out again 
Then try mnk 


Ing vniir 
legs so an 
If yo 
intern 


climbing up stairs 
Always rcmem 


her the water »ill bear you up am 
thn great and only 
difficulty abou' 


swimming will he out of your »a> 


DEMOCRATIC NOMINEES. 


'For District. County and Prerlni-t 


offlcoB, nominated In fhc Democratic 
primary of July 27th: 


For Representative. lOlut District- 


PATRICK HKNIIY. 


For District A l t > . Mth Judicial Dist 


KIW3AR SCURRY. 


For County Judge 


C B FKLDEH. 


For County .Mlonioy- 


T R (Dan) BOONE. 


For County Clork- 


K P. WALSH. 


For Sheriff 


R 1, RANDOLPH. 


For Dlhtrlcl Clrtk- 


A. r' KI5RR 


For Count) School Superintendent 


It M. JOHNSON. 


Por Tax Assessor- 


JOHN ROBERTSON. 


For Tax Collector 


HARRY DAUGHERTY. 


For Counts Treasurer: 


TOM McHAM. 


For Count> Commissioner I'rwnct 1 


J P J\CKSON 


For Justkc' of tbe Peace 


Place 1—W. E BROTHERS. 
Place 2—W. J. HOWARD, 


'or Countable. 


FRANK BURNS. 


OR. JOE E. DANIEL 
Physician and Surgeon 


Room 307 Kemp and Kell Building 


Phones—Of tiro 8fi8: 
Residence 980. 


to M WiKBS 
. 
-J. T- TraiyloT 
a 
DBS WIOG3 & TRAYLOR 


Veterinarian* 


Office and Hospital at Exchange IlT- 
ery Stable. 601 Ohio Ave. 


«01 Ohio Ave. 


Phones—Office 83 
Residence W 


D E N T I S T S . 


DR. W. H. FELOER 
Dentlat 


Southwest Corner Seventh Street i 


Ohio Aveiy 


OR. BOOER 
Dentlat 


Offlco over First Slate Bank. 


Hours- 
From R a. m to 12 m.. and 


from Ip m. to B P P- 


SPECIALISTS 


CHA8 8. HALE. M. D. 
Practice Limited IQ disease* of By* 


Ear. No«e and Throat 


Office Hours 9-12 a. m., 1'30-6:30 p. OL 
Room 18 over B 8. Morri* ft Cot 


Drug Store. 710 Indiana Avenue. 
• 


A sysinni of personal Identification 


>ahcd on the patterns of the veins on 
hn Irark of the hand ban been invent 
cd b> an (Milan Bi-lontlsl uho claims 
hat In no t»u men are the veins ex 
ictly alike 


DR. CHA8 R. HART80OK 


Eye, 
Ear. Note and Throat 


Sulto 308 Kemp and Kell Building. 


REAL ESJATE AND AB8TRACTB 


Ronaten'* Mineral Water. 


Is highly recommended by physicians 
and patron* who have tested Ita mer- 
it*, for 
Indigestion, catarrh of the 


stomach, kidney and bladder troi>blo{ 
Tnia water stimulate* the *ecretlon 
of the stomach, increases digestion 
and favors a more complete absorp- 
tion of the food and prevent* the ac- 
tion of germ* that cause typhoid and 
other Infertlou* diseases 


This water onn be purchased at the 


wells or delivered in Juga or casen. 


This well Is located one mile south 


of Alamo school building 
In Floral 


Heights, two deliveries dally morning 
and afternoon. 
Q. J. Rohatch. Own- 


er. Phone Ufll—t long—4 aborts. 


ED B. OORSL1NE 


Real Estate and Auctioneer 


Property Douglit. Sold and Exchanged 
Office Room with M.irlow A Stone 
Corner H«nonUi St *nd Indiana Av*. 
Offlcn Phnnr >:3 
Residence Phone Ml ' 


W F Turner 
M. L. BrtttoH 


G U A R A N T E E ABST. & TITLE CO. 


702 7th SI 
Phone 6«l. 


'Accur-HO an<i Promptness our Motto" 


Notary i iblic in Office 


• Dot-de. Contracts. Blr Written 


NOTARIES PUBLIC. 


M. O. WALKER 


Notary Public 


Firm National Ban* 


ARCHITECTS^ 


JONES^aToRLOPP 
Architect* and Superintendent* 


Rooms B16-S16 


Kemp « Kell BlllM|n« 


+ * + + +* «.> + «. + + + * * 
* 
Dr. Carrlaon. DenttaL First + 


* National Bank Bldg. 
Phone * 


* 49. 
* 


+ + # + + + + + * + * + * * * 


GLENN BROS 


Architect* 


Ku«« " Krihnn: null-linn 
"" 


Architect and Superintendent 


Office: 
Room « Mooro-Bateman Bid* 


Phone 9"5 


Wichita Falls. Texaa. 


BEST BARGAINS IN TEXAS. 


80 000 acre ranch for gale In Brewster county, Texaa. well Improved, ha* 
20' houses and farm* with nice orchard at each place, best ranch 
for aale in Texas today, all good land, and the only colonlxatlon proposi- 
tion on the mirHet, a* near worth the money as this one Is price »6 50 
per acre good term*, and time. «ee or write u* at once on this deal. 


tBOWLER BR08A CO. 
BINDER 


in 
We are headquarters; send us your orders: CARROL-BROUGH-ROBINSON-GATES 


, 
WICHITA FAI I Sy fFXAft 
fti 
» 
imsl baa IIM mill noil 
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Hospitality 


There's something of 


real, downright hospitality 


in offering a long, cool glass of ice tea with the meal 
But be sure it's made with 
White 


There's a delicacy of flavor yet complete tea taste to it—a sort of 


rich smoothness that just fills the mouth and the being with delight- 
ful satisfaction. 
_,Grocers Lverywhere 


sell White Swan Tea—four sizes in air-tight tins— 
lOc, 25c, 40c and 75c. 
Should your grocer be one 


of the few who don't carry it write us for 


A "Large Enough" Sample 


so that you may learn all about White Swan Tr« by the 
test of taste; we will, on receipt of your grocer's na»."> and 
address and ten cents in stamps to ptjr packing and postage, 
send you a plenty brgc enough sample package for you to 
try it several times. 


Waples-Platter Grocer Co. 


Dallas—Denison—Ft. Worth - 


AMERICANS TURNING 


TOWARD OUTDOOR LIFE 


Sleeping Porch, Veranda and Pergo'a 


Are At Once An Evidence and a 


Cause of the Change. 


(from the Craftsman) 


America 
IB turning 
UR fttcc with 


unmistakable conviction and cntlm 
slasm toward enlarged outdoor Ille 
Bulb as individuals and as a nation, 
we are rediscovering 
our 
Inherent 


phjalcal and spiritual need of fresh 
air and sunlight, 
of outdoor exer- 


cise during the da; and outdoor sleep 
diirlnp; the night 
We an realizing 


the Important rc'nllon that exists be- 
tween the fulfillment of these ueeds 
and the attainment of our greatebt 
mental an.I bodily efficiency 
And so 


we arc trying to adjust our lives In 
such a vay that lhc\ will include as 
much of those healthful privileges ai 
the limitations of our work, circum 
stances nnd dwellings will allow 


For most of us the pressing 
de- 


mands nf dally work 
or household 


tanks render Imposulb c 
nn> great 


amount of oiidoor freedom 
Our 


duties our pleasures our whole mode 
of living are so closely 
bound up 


with our homes nnd places of busl 
ness and retreition that if we are 
to Include in our overcrowded 
days 


the Joy of life in the open the op- 


portunity for such life must of neces 
slty be brought 
within very 
eas> 


reach 
We bavn no leisure or enu 


gy to sec k it; It must bo. literally at 
our door 
Incorporated 
If possible 


into our lutiiol everyday existence. 


We .have found, naturallj, that the 


chief medium through which we can 
accomplish Lhla Is our 
architecture 


It is possible to plan 
and build our 


homes or remodel old ones so as to 
provide a porch, balcony, pergola or 
other architectural feature which will 
servo as a close connection between 
bouse nnd garden, linking the Indoor 
to the outdoor life, giving us at the 
snine time shelter, privacy and the 
wholesome pleasure and stimulation 
which, for every normal being 
arc 


the inevitable results of lullmnte con 
tact with the Invigorating, refreshing 
forces of nature 
And this is true 


not only for owners of country homes 
but for all 
wh» dwell In 
vBlastH 


subrbs, towns and even cities, 
'in 


Fact the more congested the build 
Ings and the population, the greater 
8 the need 
for some architectural 


provision for open aHr life 


In grappling with 
the difficulties 


of this problem and endeavoring to 
arrive at some 
practical solution 


he home builders 
of the Kast«rn 


States hn\e drawn from the example 
of their neighbors of the West much 
help and Inspiration 
For. favored 


b> the natural clemency of our \\ost 
ern climate, which offers such strong 
Inducements for life In the open air 


This Week's Arrivals 


02 pairs of trousers of the celebrated J R Gold 
Bteln mak ^ 
Theie arc especially fiilond for 


fine trade nmt tin last sample line of f,ucni sum 
mcrr trousers to IK had 


$1 75 Troutern In an i \<cptlona) fine dark uca\e 
with fanovsirlpes mnrte with double stitch tape 
seat belt loops side buckles actual value J.I 11 
samples all slzuu 
ejj 75 


$250 Trousers dark steel crftj wormed coplbl- 
natlon gray and black stripes nplendld all round 
trousert» for street wear as well OR service the 
kind that will nut show dirt or KPO'S nnd after 
a season s wear ran be. cleaned and made to look 
new. 
Rerular $5.00 values, samples 
ftg 
60 


A few pair nf trousers In extra sizes 12 to 46 
Inch waist r< il pood cashmere at one half regn 
iar price, pi r pair 
f 3 QO 
7 S 


Harry's Sample Store 


70B Ohio 
706 Ohio 


ue bave arranged our houses to per 
mil just as much of this ax po^Mble, 
clurinK night, and da}, at all seasons 
of the year 
We hnve m ide outdoor 


luini; and sleeping places such com 
fortaule and delightful parts of our 
buildings, and accorded them such an 
Important 
and 
unquestioned 'place 


in the bulldfn; scheme, that the} 
hale come to be inherent characteris- 
tics of Western architecture 


There is one especial garden fea 


turo which Is very widely used here 
In the West, and holds immense val- 
ue, from both e utilitarian and a pir 
turosquc standpoint, and that Is, the 
pergola 
While more generally used 


In the Western and Southern States 
It has no geographical 
limitations 


and should be equally welcome among 
tnt homes and gardens of e\ery part 
of oar bind, from the Atlantic to the 
Pacific, from the Gulf oT Mexico to 
the Canadian boundary line. As the 
pergola is a most friendly and adapt 
able structure-, capable of Infinite vn 
riety of form, lending Itself to prar 
tlcally any material and site, it is 
rapidly becoming a potent factor In 
the adjustment 
of our 
dwellings, 


gardens and lives In the right rela 
tion to each other 


Among the practical virtues of the 


pergoln la the fact that whpn connect 
od v Ith the house, It shelters and 
l>eautin>8 but does nnt 
darken thp 


rooms within as does the roof of an 
ordinary porch 
It forms an 
Ideal 


living room In summer and in winter 
when 
the vines that drapp 
It are 


bane, the 
stemtwined pillars 
and 


beams site a touch of reminiscent 
summer grace to the outlines of the 
main building, 
without 
obstructing 


the Jlgbt of the windows 


CONFEDERATE REUNION 


AT HOLLIDAYTHIS MONTH 


August 21 22 and 23 Are the Date*, 


for the Revival of Camp By Stone- 


wall Jackaon Camp. 


Confederate veterans here ha\ boon 


notjfled that a reunion of Confederates 
will be hold At the camp grounds at 
Holliday August 21 22 and 23 under 
tho agsplees of 
Stonewall Jaokson 


Cnmp 


Until a few years BRO thts reunion 


wa» tho big event of tho year and drm» 
thousands of people from Clay Archer 
Wichita and Baylor counties. People 
camo many miles In wagons and camp 
nd on the grounds during the week of 
tho ro-iuilon and It was a re-union for 
even hod y 
Last year 
the 
rc-unltin 


was abandoned entirely and for sever- 
al jcara It has not been tie successful 
an formerly on account of the droutjts 
hnt tmve prevailed at this Reason of 
j he year 
It Is believed, however, tbat 


with ,',he excellent prospects In thU' 
tm-rtxjry tond the abundance of w.Uer 
the -e-utilon will b« a (Tetter ancces* 
thaf. ever. 
^ npuber from thto city is* 


Bjr 


B. t. 


HARRIS. 


Banker 


There Isn't 


Half Enough 


Grown on 


Our Farms 


For the Space 


We Utilize 


C 


HE duty of country bankers is to promote bettor agricultural 


methods. In spite of the influence of the "two blades of 
grass" slogan tlio average yield of our two greatest cereals, 
corn and wheat, is actually less than it was forty years ago, 


and it is eudent that SOMETHING IS WRONG. 


Circumstances lime produced A RACE OF SOIL ROBBERS, 


not because of any inherent lack of moral purpose in the tiller of the 
toil, but on account of the speculative clement, which has been and 
still is a curse to permanent agriculture. The rolling etone had gath- 
ered the most moss. 


Our apparent agricultural prosperity is due to tjie rise of the price 


of land. Land speculators have grown rich. A few farmers have vf>u 
a competence from the soil, but most of them have little profit to 
show aside from that of the advance in the values'of their farms, while 
the average farmer makes but a bare living. We have been capitaliz- 
ing our soil fertility and not adding to its assets. 


it * * 


WE HAVE SCARCELY GIVEN A THOUGHT TO OUR LARGE DOR- 


MANT UNEMPLOYED SOIL FERTILITY. 
BY DORMANT FERTILITY 


I MEAN THIS: WE RAISE THE WHEAT CROP OF THIS COUNTRY 
ON FIFTY MILLION ACRES, WITH AN AVERAGE OF 13.7 BUSHELS 
TO THE ACRE. WHILE THE FARMERS OF SEVERAL COUNTRIES 
OF EUROPE 
ON 
THOUSAND 
YEAR 
FARMED 
LAND 
AVERAGE 


TWENTY-SIX TO FORTY BUSHELS. 


H « « 


We bare as good or better land, tools, soil, brainy etc., but we are 


not prdperly employing any of these factors. We have population 
clubs working for increased population. Why not have BUSHEL 
CLUBS TO INCREASE THE ACRE ANL> TOTAL YIELD OF 
'OUR F#KM PRODUCT f Advocate the creation of a soil as veil u 
a bank reserve. 


Our Numerous 
Laws Have 
Made People 


Disrespectful 


A 
+ 
By MOORF1ELD STOREY, Boston Lawyer 
A * 


O 


CR pooplo are beset with tbo notion that the remedy for any 


trouble which they encounter, however slight, is to ho found 
in a now law, and they rush to the legislature with every sort 
of crude proposal for legislation. 


A9 A RESULT A FLOOD OF NEW LAW 18 LET LOOSE pPON 


THE INHABITANTS OF EACH STATE EVERY YEAR OR TWO YEARS, 
AND ANY PUBLIC SPIRITED CITIZEN WHO WATCHES THE LEQ> 
ISLATUfte AMD TRIES TO PREVENT FOOLISH LAWS CANNOT BUT 
BE AMAZED AT THE WAY IN WHICH OUR COUNTRY IS GOV- 
ERNED. 


With tola torrent of laws that pours out upon the country there 


goes NO INCREASE WHATEVER OF RESPECT 1-OH TIIE 
LAW, but rather the reverse. The more there are the more to bmnk. 


The legal profession has SUNK IN POPULAR ESTIMATION', 


and it is largely the fault of the lawyers that this has come about. 
However, the (ask of reform is not so easy as it might lie imagined. 


Progress Sn science is welcomed by everybody, but progress in 


politics, social life or the law is a different matter. Upon any existing 
evil in anyone of them some one.now FATTENS and is sure to op- 
pose a change. Nevertheless the leaders of the legal profession realize 
that something must be done 


Physician's Duty Is to His 


Country 


By Dr. ABRAHAM JACOBI of New York. President at the 


Amerlccn r*ledlcnl Association 


H 


PHYSICIAN DOES RIGHT TO PLACE HI3 BEST ENERGIES 
IN THE DUTIES OP HIS PROFESSION. BUT HIS REAL 
AND FOREMOST DUTY IS TO HIS COUNTRY. 


In the strain and hurry of tbo modern doctor's life he baa 


little time left to take an INTEREST IN" PUBLIC LIFE. But 
the time has como when we in the profession must express ourselves 
and ENTER INTO THE PUBLIC "LIFE OF THE NATION. 
We should use our influence and knowledge when legislation is needed 
in th« interest of the public health 


Legislators'lack the knowledge tbat some physicians bave, and it 
at this time that physicians should step in and offer tho benqftt of < 


their knowledge. In this respect physicians should work for every- 
thing thnt in the broadest sense will MAKE FOR THE HEALTH 
OF THE NATION. 


I am interested and appreciative of the need of the reforesting of 


the open lands of tho country. Physicians can aid in legislation which 


l bring tbu about. 
.) 


the 


• 


in the 


• " 
Daily Times 


You Can 


j 
Find a Buyer 
Find a Renter 


* t * 
* 
Find a Trade 
Find Help or 
Find a Situation 


Quicker and with less 


r 
, 


dost by using the Classi- 
fied columns of the 


Daily Times 


than any other means or 
method in North Texas. 
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FREEAIMHHN IN 
MAIL ORDER FIELD 


LOCAL FURNITURE DEALERS TO 


GO AFTER TRADE IN COMPE- 


TITION WITH FOREIGN 


HOUSES. 


WILL MAKE Lew PRICES 


Freight Will Alto Be (>«ld, and Firm 


Expects to Keep Texat Buiinett 


At Home. 


On ihi» page Is a copy of an uil to 


t>i- »i!iit out thin week by the t'reeur- 
lii-iii Kimiiturc Company to a nuin- 
lirr of 
loc-ul newB|ia|)em throilKMout 


tUia section, as a starter in what 
tlm linn iiropoHcs will be a campaign 
to keep the furniture 
bu»lnenH of 


Texas at home. 
The ad s|»akn for 


Kself in the matter of prices, and 
the figures cited on the 
artlcle» 


Bhould surely be convincing enough 
so that anyone wishing to buy will 
much rather (rude here than send 
to the North, pay the 
higher" prices 


und also pay the freight. 


The mall order" business-Is not an 


experiment with the firm. 
For 
n 


. number of years Mr. Brln, president 
of the company, and the afltlve sales 
manager, was Identified with one of 
the 
largest 
mall 
order 
furniture 


houses in the world, and is thorough- 
ly familiar with every detail of that 
line of business. Kver since entering 
business here he hag 
bad in juind 


Just this sort 
of trade, and 
only 


nwaited the time when the company 
would be able to buy In such quai)' 
titles as would enable him to make 
the prices that would meet the. com- 
pei it Ion. 
Now he is not only meet- 


Ing them, he says, but going away 
under nny thing published by any of 
I he hie mail order concerns and in 
addition agrees to pay the freight. 


It should certainly bring the mall 


order ftiniiuire orders of this sec- 
tion of the State to Wichita Falls. 


Incidentally a glance at the tonal- 


ness and growth of the Kreoar-Brln 
Company 
IB not uninteresting. 
The 


company is just about two years old. 
In that time it has built up from the 
lldle store room north of Seventh 
street, whirh It occupied at Its in- 
auguration to the 
fine 
big 
three 


story modern store It has lust mov- 
ed Into, and which was built espec- 
ially for the company. This store is 
conceded to be one of the handsom- 
(mt furniture houses 
in the whole 


country and certainly 
no house in 


any line 
of business has 
a more 


handsome and Imposing show win- 
dow. 
The company SB no* prepared 


to huy and handle furniture and rugs 
in very large quantities. nu»t every, 
linn being bought In ttrlctly car lots. 
Only recently'the flrrfl purchased* an 
entire car of brass beds, being one 
of the very 
few. Texas 
furniture 


holism that buy any <wcu quantity of 
broBS lieds at one time. 
The com- 


puny buys direct from ttie^ manufac- 
turers, getting ndvantago of 
every 


possible discount and price ponces- 
Rlnn. 
It has also but recently In- 


stalled a large . manufacturing plant 
of Its 
own. where It will be made 


n complete line of kitchen cabinets, 
kitchen furniture 
of all kinds and 


(}ressers and bedroom furniture. The 
company also operates its own mat 
tress factory and on these 4lnes " '* 
the IniMiilon to make extremely low 
prices. 


The Frecar-Drin Company IB very 


prmid of Its new store and extends n 
cordial 
invitation to everybody, es/- 


;>erlnlly visitors from out of town to 
visit it. 
A particular feature of the 


store arrangement 
is a series of 


small rooms, arranged 
around the 
. WPonrt floor or rather the deck_floor. 


These rooms are being fitted up as 
the new furniture arrives to exactly 
correspond with the different rooms 
In' n fine home. 
For instance one 


starts in at the front in a room tit 
led for a beautiful parlor, going then 
Intn a library, a dining room, a scries 


. of bedrooms, the nursery, th.e kitchen, 


and even the bath room each set 
with the appropriate 
furniture and 


lighted with a glare of electric lights 
that shows off the goods in excel- 
lent style. 
From this gnllery one 


has a complete 
view of the 
lower 


floor wherein Is kept the sales stock 
On the third floor Is the rug and 
carpet department, and here again 
Mr. Hrln has arranged for the com 
fort and convenience of his customers 
by swinging two large rug holders 
Arranged so that a customer can sii 
down while the salesman can easily 
swing into view more than a hundred 
paiterns of rugs and the customer 
con make a choice without leaving 
the choir. 


The firm believes In the vaTno of 


printer's Ink and never hesitates to 
tell the public what It has to offer. 
As n result there 
Is always some 


thing doltrft at the Freear-Brin Furni- 
ture store-. 


STEERS SELL AT $10.50 


A HUNDRED IN CHICAGO 


Chicago.: Aug. 15.—Steers reached 


the highest price ever pnlil on the 
Chicago exchange today when a load 
of 
Indiana 
ferl Herefords 
sold ai 


jlft.Ml a hundred. A number of sie-ors 
were sol.l for $io or better. 
Scllnrf 


are of the opinion 
that the prime 


steers will re.ach $11 before there Is 
any check. 


In what is known as a dresser choir, 


recently patented, the seat contains 
a font rest ami shoe polishing Imple- 
ments and ilie back Is formed to hold 
a floa4- and v»st la the- sam« manner 
a? ~ pnrment hanger. 


TO THE GOOD PEOPLE OF OLNEY 


Young, Archer, Throckmorton 
and Jack Counties 


Wichita Falls, Texas 


Retailers, Wholesalers and Manufacturers of Furniture and Mattresses have 


entered into the mail order business on a very large scale. 


We positively offer you High-Grade Furniture and Rugs for less prices than 


Montgomery Ward fc? Go., Sears-Roebuck & Co,, or any other house in the 
country—Read, Investigate and Compare. 


WE WILL PAY THE FREIGHT 


on your purchases to your city. 


This is something no other firm does. This 
is a big saving" to you. 


or Just To Start the Ball Rolling We 
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Offer You Three Great Big Bargains..... 
For less price Montgomery'ardM CctajLp^ 
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Wichita Falls—Write them. 
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Send us your Mail Orders, we guarantee every thing we sell, 


or money refunded cheerfully—Our referance: Any bank in 


This Wonderful Elastic Felt 


Mattress. 


A Bargain in a 2 inch Pillar Bed, Massive and Solid 


Finished Vernis Martin Gold Lacquer 
»••••••*••••• 


Made ot finest white fluffy 
felt, weighs 40 pounds, has 
a 5 inch roll edge, covered 
with a first-class striped tick. 
We 
guarantee 
this high- 


grade mattress to not pack 
or lump. 
Lo&k on page 80 


of 
Montgomery 
Ward's 


catalogue, they call this mat- 
tress their comfort mattress 
and ask you, $6.55 for it 
shipped from Ft. Worth— We 


his Steel Spring, the Best 
On Earth For the Money 


$1,50 


pay the freght to you and sell it for 


Montgomery 
Ward & Co.. 
call this their 
No. R 71427 
spring on page 
57 and sell it 
to you for $1.60--Our 
price with freight paid 
to your city for 


1 
$g.9O 


reigh^^^M 


This large massive 
2 inch ' post pillar 
bed, made entirely 
of 
iron, 
finished 


gold Vcrriis Martin. 
This i* a high-grade 
bed, has five 38 
inch rods, guaran- 
teed to you. Mont- 
gomery Ward offer 
this bed for $7.75. 
look on page 56 of this catalogue- -Our price with I 
paid to jour city, with our iron clad guarantee for 


You W/// Do Better At 


PREEAR-BRIN FURNITURE COMPANY 


Wichita rails, Texas 


-JJ\ 


""-"II oiriO SOT 


n: /. 
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PERSONAL 
MENTION 


J. 8 Bridwell left today for a U> 


days' visit with rnlatlxes and frlwnl 
at Ills' old home In MarKhfield. Mo. 


Misses Maud und I'uralre lummliil 


hate KO'HP to Dallas anil Rulvotton t 
vlplt friends and relatUcs. 


Mrs K J Morgan has returned fron 


eastern markets where she purchase 
a well selected stock or milliner) to 
. her fall and winter trade. 


Mrs B. F Crawford returned thl 


morning 
from 
a.ilncHvlller Texas 


where she has heen Uniting friend 
and relatives for the lut.t several days 


Judgn O E Miller ol Fort Worth 


who Is an old time resident of this elt> 
was shaking hunds w i t h friends hen 
yesterday an iltoday 
He came hen 


on buHlness. 


M. H. MIIlK, formerly trainmaster fn'i 


the Fort Worih and I)en\ei railroad 
spent yesterday In this city on bus! 
ness 


l)r J. M. HOBO, wife and family, nr 


rived here thie moniltiK from pnlntH 
on the \Vlchltn Vallej where they have 
been visiting friends. 
They will re 


main In the city for a few dava as tho 
guests of Mr. and Mrs. T. J Wagoner 
before returning to their home In Al- 
vord. 


Carter Mcflregor returned Mere I!I!N 


ofternoon after an absence Horn the 
rlty of nearly a >enr u h l i t i he spent 
at Eastman's 
HuslneBS 
College in 


I'oughkecpsle. New Yorl. 


Misses Geneviove and Kfidie Carver. 


who have been In the r l i v fur a dnv 
or two as Ihu guests of Mlm l.llliiin 
A\is. left this afternoon fin Clilldreis. 
to \lslt friends there for n fe« davK 


J. II. SyniKit, a piominent lawier i.f 


Amarlllo. Is expected to arrUe here 
tonight to remain in the city for a day 
or two on business 


Miss Pannlc Fowler returned this 


afternoon from Color.iilo where shn 
has been spending Bi-ver.il weeks tin n 
vacation. 


Mrs. Fred Weeks und child, after -in 


absence from the city of several \\oen-* 
which yero spent in Colorado Sprln 
j 


returned here this afternoon 


I)r, Gaston. who has been attending 


the Republican convention In UalUfi 
returned here last night after an ab- 
sence of several days. 


Miss Hazel C.iston who has been In 


the eastern markets, returned here 
this afternoon 
having 
visited New 


York. Chicago. St Louis and a num- 
ber of other pnlnls In the East In the 
Interest of the Kahn store. 


M. M. Murray, formerly auditor for 


the Texas Oklahoma Construction Co., 
arrived here this afternoon from flal- 
veRton. where he now has his heart- 
quarters 


D. B. Keeler, vice president of tho 


Port Worth &Dcnvor railroad, spent 
HflvBrnI hours In this city today on bus- 
iness. 


Mr, and Mrs W. M. Tomlinson and 


Mrs. M. I, Nelson, mother of Dr. Nel- 
son, all returned this afternoon to 
their homes in Rtiston La., after a 
visit of several days with Dr Nelson 
and family 


Frank Collier la In the eastern mar- 


kets buying slock for Collier £ Hen 
drlcks 
: 


Mrs J H. McCauley has returned 


after a visit with relatives and friends 
at Longvlew. 


Mlsn Maude Carncs r-r fie McClnrk- 


an store, returned la ' 
> i r It: from a 


trip to the Chicago „• 
V u York 


markets. 


Lamar Airdome 


Tonight 


Lato 


DENNY & MORRISON 


of J<>» I-'. Rhin-lmn Optra ( 


Popular Songs. Hits, Violin and 


Operatic Selections 


DEUMOREY A HOWARD 


ShiKluK and Talking 


(hoUHand feet (if nrtt puiun 


e\ory ilay—Conn* 


FILING CABINETS 


In Btcel or uuod. for any 


Office Need 


Let us domonslr.ito their value 
as time and temper savers, and 
quote you prices. 


Wilfong & Woods 


Eierjihlng In Office Supplies. 


Phone 10 
704 Ohio 


Dr. J. W. Du Val 


Boil eijuit>;t 


Ej*. Ear. No** 


«nd Throat 


nlwum flttfd 


Lacl> AtlfMan! 


.ntrr l-i WcslTc»oh 


IV. Know Half 


Dr. Brown, Dentist, Room^Qft, Kemp 


A Kelt building. 
Phone 879. 
42-tfc 


WOMAN NEEDS A 


MASTER SAYS DOCTOR 


Lays Down Maxims that Should Gov- 


ern Man In Relations With His 


Wife. 


„ 
(From Alienist) 


When^>ou Itml 
your male, 
take 


her. 
She awaits marriage 


_When you have her. live for her. 
S*he warns that 


When she alouses \otir Jealously, 


heat her. She expects such treat- 
ment 


When she has betrayed 
jou, kill 


her. 


These are four maxims that gov- 


ern man 
in his relations 
with his 


wife. 


There In a constantly 
thickening 


^oat of the 
vanilsb of 
rlUII/atlon 


formed over the 
man anil tlie v.o 


man. hut iffmVrneHth thev nre Identi- 
cal with the ca\e man and unman. 
unchanged at heart 
The 
simple. 


maxims that ruled the cave dueller 
govern humanity today. 


Every woman pits 
and \vaits the 


coming of her lord 
She Is read) to 


follow when he btx-kon* 
He IB man 


terful. 
He woos not. beseeches not. 


Implores not. serves not 
He takes 


his own when he finds it. 


His ancestor 
ftimpl} caucht 
his 


woman knocked her donn If shr re- 
sisted and dragged her. none too gent- 
ly, to his lair 


The nearer the 
modern approxi- 


mates this type and method the bet- 
ter It suits tho woman. 


Some women require beatlnc I-ack 


Ing It, they escape from the husband's 
cantrol and are Incapable of control!. 


Save Money 


That's What We All Should Do. 


There are many ways of doing 


11. Otw is nut to spend it 
An- 


other and a belter v.a> Is to &et 
full value for what wo spend. 


Visit our Jewelry department 


for bargains. 


We nave just received a new 


and up to date line of goods ami 
have recently added a watch- 
making nittl repair Rftop and will 
be glad to have .your patronage 
In thin line. 


Both Roods and workmanship 


absolutely guaranteed. 


Morris' Drug Store 


ATTENTION 


• Organized Labor 


The follow inK placet of amusement 


In Wfohiia Pulls, are fair to organized 
labor and deserve your patronage: 


Wichita Theatre. 
-, 


l.atnar Airdome. 
^ 


Ljilla Margaret Theatre 
flom Tiieatre. 
Utl ti Wichita. 


JESSE SMITH. 


Secretary I,occl 540 American Federa- 


tion of Musicians. 


IXL CAFE 


617 Seventh Street. 


For the best meal in town, or 
for thort orders, visit tho 1. X L 
Cife. Patrons are aluo Invited 
to inspect our kitchen. 


JOE. The Proprietor. 


TODAY'S MARKET REPORTI 


/ Fort Worth Livestock, 


llr A««n<*tnrp(l Prctm 


Port Worth. Texas. AUK Ifi.—fat- 


tie receipts 2000 
Steers 10 cents 


lower. 
Calves receipts 800, steady, 


lings receipts G8. Tops 38.90 Sheep 
receipts 180. steady. 


NAT GOODIN'S INJURIES 


REPORTED SERIOUS. 


Itj- AflRortntfd Press 
' 


Los Angeles. Pal. 
Anp. 16—The 


condition of Nat C Coodwln who ft as 
hurt yrslerda) 
nt Rocky 
Point Is 


reported 
serious today 
Ho was 


thrown on a roi k when-hlg boat was 
caught in tho breakers 


Because economy of fuel consump 


ion In steamships often requires that 
wn or more kinds of coal be mixed 
in KngliRhman has Invented a coal- 
Ins harge that mixes the coal as it 
delivers it Into a bunker. 


OUR CIGARS 


To protprt tm£ga#o a« It IR unload- 


ed from rnrs an Eastern railroad had 
pqii Ipjifft n number of stntfonn with 
movable plni forms mod^ of plofpn of 
nlit air hrakr* none fastened across 
strips of ash wood. 


ing tbemBelves. Tbey look fartbor tor ture. 


the master. 
The uoman. Is delmsert 


She spreads demnrali/atlon. She re- 
joices In her shame. 


In merry to her. then. In justice, 


when she has bitrnved you. kill her 
Thus speaks primitive barbaric na- 


in 


rlchi 
'I hi-) are the lii-st Unit can be sold for the money 
They are 


iii rlcht uml noM no faM ihut Unlay «' ha»e not u dear that has been 
Hie liuti-e M v j dins 
Mini I K K C rent illfferem e In •.n.okitiK 
u cigar 


h fruin the ninlmenlm, uiultx and Hie one that has b. <-n allowed to be- 


i i i n i i - luiiii i l l ) mini Im K nf intuition The ilr> ill-kept cisur is the one that 
p. .mi K«'|I l u l l uf l>.ik». \\lnli' a ilisur properly kept 
I I I M C I H 
V.i' MI.. ""I 'lt>"l 'K'p.irt nit-lit the b 


In itii' luiU"-* 
II >uu .in- u connoisseur of the wtxHl In 


lane u l i h a Kinoki'lliMH .il«ajo hli» the spot. 


kept J» in i 


b«>t fttcit.,' 


• uitackeil by 
of uny thins 
tf lease your 


Phone 34r 
"ONLY THE BEST 
free Delivery 


GO WHERE QUALITY STANDS FIRST 


ICE CREAM. SHERBET. CANDIES 
And anything io the Cold Dunk line. 


That's all we sell at our store, and 
we know fthat we can please you. 


COOLEST PLACE IN TOWN 


CANDY K I T.CHEN 


A. H. FELL, who makoj ha own cndirs and ctv*m. 


Local News Brevities 


Mj mcnto: Miller sells It (or loss. 


E. 0. H'.II, undertaker, oftlce and 


Parlom 900 Scott Ave. 
Phone 326 


Prompt ambulance service. 
306-tfc 


Olio 
Stehllk 
returned 
yesterday 


from Sun Antonio where he wan a 
deli-Kale lo toe State convention. N. 
Henderson and Sam Scaling who were 
alsu delegates from this county went to 
the gulf cuaut from Sau Autoulo to 
spend u week or ten days fishing. 


Miss Jessie M Summons, graduate 


of Colorado College 
and 
Colorado 


Stair Normal, will start a Klndergar 
ten and First Primary Kindergarten, 
use 3 lo 6; Primary 6 to 8. Parents 
interested inquire at 1206 Travlg Av< 
nue. 
or phone 4U1 
82-3tp 


The Times Is very much Indebted 


o Count) Cominibsioner J. A. D. Smith 
'or a fine watermelon which he pre- 
sented to the force this morning. 
It 


was one of lie largest 
melons the 


Times ever saw and was greatly en- 
lo»e<l when time was called- to pry 
mo Us sacharrlne Interior this after 
uoun. Man) thanks. Mr. Smith. 


We aro sole owners of "The Historical Calendar Company's advertising In 
this city and cordially Invite your attention and Inspection daily to some- 
thing new on our "Dally Historical Bulletin," displayed in our big show 
window, 
I „ 


We frequently find bargains the name as a wide awake merchant In any 


other business and nc always give our customers the benefit 
of 
them. 


Often they are gone before we can advertise them in the papers. There Is 
alwayn home-Unrig on our u inflows worth looking ai, worth going a block 
or tv,o out of your \\aj to see. 
The Rexall Dr: 


702 Indiana Avenue 


FOOSHEE & LYNCH*. Prop'*. 
ore 


Wichita Falls, Texas. 


HELD FRONT SEATS 
~ 


ON STEAM ROLLER 


Vlchita County Delegates Voted With 


Colquitt Men On Every Question. 


The Wichita county delegation at 
e San Antonio convention had a 


ront scat on the steam-roller, accoid- 
ng to Otta Stehllk, who was present, 
ir. Stehllk returned yesterday after- 
oon. 
Others who attended 
from 


e.ltv were N. Henderson, Sam 


ralins and Prof. T U Toland. The 
elegatlon voted »lth 
tho Colquitt 


ones on every question that arose. 


In spite of the fact that tho Bailey 
emonatratlon on the closing day was 
ne of the slcnlficant features of the 
on \entlon, Mr. Stehllk believes that 


than half of the delegates took 


art In It, and 
the noise and fire- 


orks. he «a>s. were contributed by 
minority. He believes that had the 
nlley resolution been put to a roll 
all vote of the convention 't would 
ave been defeated. 
~\ 


The only time thnt the convention 
ent too far. Mr. Stehllk thinks, was 
hen Culten Thomas 
attempted to 


speak. Anyone else would have been 
given a respertful hearing, said Mr. 
Stehllk, but Thomas was unpopular 
When Ramsey and Sheppard spoke, 
there was not the slightest disorder. 
Mr. Stehllk returned with Increased 
admiration for Jake Wolters because 
ot the latter s fair play tactics 
The 


convention neier 
would 
have 
let 


Thomas speak at all. says Mr. Steh 
Ilk, had not Wolters thrown himself 
Into the breach. 


Mr. Stehllk also thinks that (Inv 


Colquitt 
trently 
strengthened him- 


self as a resu11 of the firm stand he 
took on the saloon closing question 
Speaking of the Bailey demonstration. 
Mr. Stehllk sa\s that It lasted more 
than an honr. although the newspa- 
pers timed It at only thirty-five min- 
utes 


Wichita county's crops are as Rood 


as those In any part of the 
State 


through which the delegation passed 
on Its way to and from the conven- 
tion, says Mr Stehllk. 


Several hundred thousand pounds of 


an old form of gunpowder, rich In ni- 
trates, for which the navy had no fur- 
ther use. Is being used In an experi- 
mental way as fertilizer by depart- 
ment of agriculture scientists 


Dr Nelson, 


nectlons. 


dentist. 
Phone con- 


68-tfc 


Jesse J Dolman, licensed undertaker 


and embalmer, with Freear-Brln Furnl 
ture Co. Day phone 136, night phone 
132. 
17-tfc 


In turning over my grocery buslnesi 


to Mr. L. \V Newton 1 desire to er 
press- mj appreciation to my friends 
for their patronage and generous treat- 
ment. 
Mr. Newton, I am sure Is a 


thorough gentleman and experience 1 
Kroceryman and I bespeak for hlni a" 
continuance of your patronage, 
lle- 


spectfully, C. O. Halbert 
82-ltp 


The Lamar Airdome will give a nen- 


ufit performance for the Ladles Aux- 
iliary of the B. of K. T. Friday night. 
The ladles urge all their friends to 
attend. An excellent program assur- 
ed. 
81-310 


My motto: Miller sells <t for less. 


Jesse J. Dolman, licensed undertaker 


and embalmer, with Freear-Brln Furni- 
ture Co. Day phone 136, night p^one 
132. 
17-tfc 


The Boy ScouU who attended the 


recent Presbyterian Assembly at- Hoi- 
lister. Missouri.,will hold' H meeting 
tonight at the quarters near the First 
Presbyterian Church and tell a num- 
ber ot invited guests how it all hap- 
pened. Each member of the partywill 
have to make his little talk and relate 
some of the experiences of the camp. 


Dr. Prothro. Dentist finite No. 1, 


Ward Building. Phone 186. 
63-tf 


My motto: MliTeTfiellB It tor less. 


J. F. Holt of Wichita Falls. Texas. 


Saturday formed a partnership with 
n. W Mosby In the land, loan and 
Insurance business 
The two will op- 


erate under the firm name of the 
Mosby Land and Loan company. 
Mr. 


Holt, with his wife and child, will 
move to Frederick. Mr Holt Is an 
experienced insurance man and will 
give his time mainly to this feature of 
the business, while Mr. Mosby will 
have charge of the land and loan de- 
partment, he having a long record of 
successful experience In that business 
In Frederick.—Frederick Leader. 


Sand. 


Orders for building sand or gravel 


promptly filled. 
MORRIS POORE. 


P. O. Box 456. 
BO-tfc 


The jurv In tho case of Jack Mar- 


ihall, under Indictment for theft In 
connection uith the disappearance of 
an automobile belonging to Finer Avis, 
was still out at 3 o'clock this after- 
noon, unable to agree after retiring at 
11 o'clock this morning:. This after- 
noon the case of J. P. Hall, charged 
wit htheft from person Is on trial. 


In the city court today Ed Funston, 


charged with vagrancy was tried be- 
fore a jury and found guilty 
He was 


fined J5 and costs. 


A revival meeting at Dowman will 


start Monday night, August 19 and 
continue over the following Sunday. 
Services will be held dally at 10-00 
a. m., 3 p. Hi. and 8 p. m 
Rev W. H. 


Bnlgrtn and J Welter, presiding elder 
will conduct the services. The public 
Is Invited. 


We Do Repairing! 


of the Expert reliable kind 
that jou have been, looking 
for 


No mattrr 
how delicate 


and tllliicult Ihc work may 
tteem. jnu ran Hafely entrust 
It to ua 
No 
matter how 


trifling a task of 


JEWELRY REPAIRING 


you nmy need, jou can rc'Ht 
assured \ve will use the sumo 
painstaking care that char- 
acterizes our work on lui- 
porUuit repairing. 


Work called for and de- 


livered-*al! work guaranteed 


JEWELERS AND BROKERS 


roa ehio-rmm WATCH AND jf 
I 


PUBLISHING RESULTS 


LOCAL OPTION ELECTION 


Belated Notice Will Make Bootlegging 


a Felony In Electra Precinct. 


Publication of the results of the 


local option election held It) Precinct 
No. 4. December 10, 1910 IB now be- 
ng made 
In 
the 
Electra 
News. 


Through an oversight the official no- 
tice of toe results of this, election 
were 
not 
published 
Immediately 


:hereafter and for this reason the of- 
fense of bootlegging at Electra did 
not become a felony. 
It Is believed, 


however, that the publication of the 
notice at this time will be effective 
and with a term in the penitentiary 
'aclng offenders liquor vendors will 
hesitate before engaging In bootleg- 
ging at Electra, 


•Death of William C. Moore. 


The Times has received the fol- 


lowing obituary sketch of William 


Moore, formerly manager here for 


Nell P. Anderson: 


Tho many friends of WllUsto C. 


Moore will 
regret to learn 
of his 


death Sunday, August 11 at 1:20 at 
he residence 
of his 
sister, Mrs. 


Hamle Allen of Strawn, Texas. Mr. 


Moore was born In Georgia In 1862 
and had he lived 
until 
September 


would have reached the age of DO 
years. 


When quite small he came to Tex- 


as and lived In Ellis county upwards 
of twenty years. He represented the 
well known flrm ot Nell P. Anderson 
of Port Worth and was recognized as 
one of tho most efficient cotton buy- 
ers In the northwestern 
portion 
of* 


the state. 
He Is survived by four 


children, two sons and two daugh- 
ters, Mrs. 
Becste Garrett 
of Fort 


Worth, Claburij now In the army and 
Nell and Morchelle. The closing days 
of his life were spent with his only 
remaining sister. Mrs. Allen of Strawn 
to whom he 
was deeply attached. 


Mr. Moore united with the Presbyter- 
Ian church In his early manhood and. 
manifested' an active Interest In Its 
welfare. 
He was also a member of 


the Masonic Blue Lodge at Ranger 
and of the Chapter at Cisco. 


He was deeply appreciative of any . 


kindness, warm hearted and self-sac- 
rificing and possessing a type of man- 
hood that finds -a, ready response In a 
large circle of trfenffs who will mount 
his loss. 
The WSdy was Interred at 


Ranger on Monday the 12th. the ser- 
vice being conducted by bis pastor, 
Rev. Jas. Drummond. 


'IAS DRUMMOND. 


Strawn, Texas, Aug. 12, 1912. 


Our Raus Mlt-'Em 
SALE! 


-rug- 


Semi-Annual Shoe Event 


MEN'S [LIST 


One Lot $3. $3.50 and 
$4 Oxfords 
£$2.00 


One Lot $5.50 and $6 
Oxfords 
..$3.50 


Any Oxford in the 
house —'. 
$3.50 


LADIES' LIST 


One Lot $2.50 Patent 
Putnpa 
$1.65 


One 1 ,ot $3 Patent 
Pumps ___________ $2.00 


One Lot $3 Gun Metal 
Pumps.... ....... $2.00 


One Lot $4 Patent 


$2.75 


All $3.50 Oxford 
Ties ..... . 
$2.50 


All $i Pumps....$3.00 


Hoys' and Misses' Low 
Shoes at any old price. 


Hoisery 
Mit-'Em 


at Raus 
Prices... 


Strange-White Shoe Co 


614 Eighth Street 


We Have Received Another Shipment 


j 
L 


Of those Sure Seal Jars. The sale is so heavy its been impossible to keep them in stock. They are the last word in fruit jars. 


/ If you don't know about them, get acquainted. 
We have also received some >ure enough good jar rubbers. We have everything you need for 


the canning seasoifT Hello your orders—we'll do the rest. 
-:- 
•:- 
•:- 
-:- 
-:• 


Phones 35 and 640 
O. W. BEAN & SON 


GROCERS AMD COFFEE ROASTERS 


608-810 Ohio Ave. 


